UNIVERSAL 

LIBRARY 


OU 158476 


03 

73 

> 

73 

< 


UNIVERSAL 




Osmia University Library 

Call No. Accession No- 

Author 

Title L.^AAOiLA/y'*^^ C4 » 

This book should be returned on or before the date 
last marked below. 



UNIVERSITY PHYSICS 


BY 

F. C. CHAMPION, M.A., Ph.D.(Cantab.) 

Lecturet in Physics, University of I.ondon 


Part Five 

ELECTRICITY AND MAGNETISM 


BLACKIE 



BLACKIE & SON LIMITED 

LONDON AND GLASGOW 

1942 




THE PAPER AND BINDING OF THIS BOOK 
CONFORM TO THE AUTHORIZED ECONOMY 
STANDARDS 


First published Z94» 


Printed in Great Britain by Blackie & Son, Ltd.^ Glasgow 



PREFACE 


This book is primarily intended for students taking a First and 
Second Year Course in Physics at a University. It is designed for 
preparation for examinations of the standard of Part I of the Natural 
Sciences Tripos at Cambridge, the B.Sc. General Degree of London 
and, by the omission of those sections marked with an asterisk, for 
Intermediate students who have already studied the elements of Physics 
at school or elsewhere. 

It must be remembered that at the stage covered by this book, 
students will not yet have become specialists in Physics. The writer 
has had frequent experience of students who, during a period when 
they are studying two or three additional subjects, feel a great need 
for one book on Physics which contains the basic information which 
they must acquire. It is not suggested that this book has made others 
unnecessary or, more particularly, that it has rendered lectures super- 
fluous. It remains as important as ever for students to read widely 
and to acquire experience of the different methods of treatment of 
a subject which only a diversity of Lecturers can supply. 

Finally, it is becoming more and more recognized, at least as an 
ideal, that material usually given in formal lectures can be quite as 
well acquired from good text-books and that lectures will gradually 
develop into a tuitional tutorial system under which the time and 
energy of the lecturer can be devoted to the detailed elucidation of 
difficult points, apt illustrations and demonstrations, the discussion 
of essays and exercises done by the student, and the* exercise of per- 
sonality to engender an enthusiasm without which a subject remains 
dry bones 


F. C. CHAMPION. 
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CHAPTEE I 


Introductory 

Unlike many physical phenomena, electric and magnetic forces 
are not directly detectable by the senses. Further, according to modern 
ideas the branches of physics classified under the title of Electricity 
and Magnetism are on a different footing from those branches already 
discussed in Vols. I-IV. In problems involving General Physics, Heat, 
Sound, and to a lesser extent Light, the majority of the experimental 
results are adequately explained in terms of mechanics and the mole- 
cular theory of matter, together with the mathematical aid afforded 
by thermodynamics. With electric and magnetic phenomena, however, ^ 
the molecular theory is of little assistance, the simplest experiment re-i 
quiring interpretation on the modern view in terms of particles smaller- 
than atoms. Of these sub-atomic particles, the electron plays at present! 
the dominant role. It is true that electricity and magnetism achieved 
tremendous advances during the hundred years prior to the discovery 
of the electron, yet to attempt to interpret those advances to-day 
without constant reference to the electron theory would be analogous to 
an attempt to account for chemical phenomena in terms of phlogiston 
theory. In fact, just as the student was urged to interpret phenomena 
in other branches of physics in terms of the molecular theory, so all 
phenomena in electricity and magnetism should be referred to electron 
theory. From the point of view of a student approaching the subject 
for the first time, there is, however, a great difference between the two 
theories. The molecular theory was familiar as a philosophical specu- 
lation for two thousand years before chemical experiment demanded 
its adoption. The electron theory was a product of several years of 
patient experiment but had no philosophical history of comparable 
duration. Consequently, while molecular theory is comparatively 
easily appreciated, a considerable knowledge of electric and magnetic 
phenomena is required before the need for the electron theory, as 
opposed to other possible explanations, is realized. The student will 
therefore be in a much better position to understand why electric and 
magnetic phenomena are interpreted in terms of the electron after 
having arrived at the end ratW than the beginning of this book. 
Provisionally, then, the student is asked to accept the following tenets 

1 



2 INTpODUCTOEY [Chap. I 

of the electron theory. Electricity, like matter on the molecular theory, 
does not exist in any arbitrary amount but only in discrete amounts. 
These discrete amounts are whole number multiples of a definite 
amount of electricity, termed the electronic charge. That is, any 
quantity of electricity consists of one or more electrons, each electron 
being pictured in the first instance as a small ball of electric charge. 
Electrons at rest produce only electrical and not magnetic effects. 

An electric current consists simply in the movement of electrons. 
/Magnetic effects which accompany electric currents therefore arise 
//only when electrons move and are a direct result of electrons in motion. 

Now the electron theory has turned out to be of far greater signi- 
ficance than just a useful idea to explain electric and magnetic pheno- 
mena, The atoms and molecules of molecular theory have been shown 
themselves to consist of electric charges and therefore of electrons. 
Consequently, electron theory is much more fundamental than atomic 
theory. In fact, all physical phenomena are now explicable in terms 
of electron theory. However, as indicated in the Introduction to Vol. 
I, such a fundamental analysis is often unnecessary, the atomic theory 
giving sufiScient explanation of the phenomenon without recourse to 
electron theory. For example, nothing is to be gained by interpreting 
sound waves in terms of electron theory. On the other hand, anomalous 
dispersion (see Vol. Ill, Light, p. 110) requires the electron theory if 
it is to be satisfactorily explained. 



CHAPTER II 


Elementary Electroscacics 

1. Introduction. 

The fact that amber which had been rubbed with cloth acquired 
the property of attracting light bodies such as dust and chaff, was 
known to the ancients; Such a body is said to have acquired an electric 
charge. The properties of electrified bodies with the charge at rest is 
the domain of electrostatics. If the charge is in motion it is said to 
constitute an electric current. An electric current is always accom- 
panied by a magnetic field in the neighbourhood of the current. Since 
a static charge is imaccompanied by a magnetic field, problems in 
electrostatics are physically simpler than in electromagnetics and we 
therefore commence our study of electricity with electrostatics. 

2. Negative and Positive Electricity. 

If an ebonite rod which has been electrified by friction with cat’s 
fur is suspended in a light stirrup supported by ei, torsionless fibre of 
unspim silk as shown in fig. 1, it is found that another similarly elec- 



Fig. 1. Repulsion of Electrified Ebonite Rods 


frifiAil ebonite rod exerts a repulsion on tlxe former rod wnen the two 
are brought into proximity. Similarly, two glass rods electrified by 
ifriction with flannel will also exhibit a mutual repulskm. Should, 



4 ELEMENTARY ELECTROSTATICS [Chap. 

however, the electrified glass rod be presented to the electrified ebonite 
rod an attraction takes place. These simple experiments show 

(1) There are at least two kinds of electricity; 

(2) Bodies charged with the same kind of electricity repel each 
other, while those charged with different kinds attract each other. 

All subsequent experiments have shown that only these two kinds 
of electricity exist. The electricity acquired by the ebonite rod when 
rubbed with 6at’8 fur is arbitrarily termed negative electricity, while 
that acquired by the glass rod when rubbed with flannel is termed 
positive electricity. The first law of electrostatics is therefore: Like 
charges repel, and unlike charges attract each other. 

3. Production of Electricity by Friction. 

Consider the simple experiment illustrated in fig. 2. An ebonite 
rod is fitted with a close-fitting cap of cat’s fur and electricity is gen- 
erated by rotating the cap. On removing the cap and presenting the 
rod to an electroscope (see section 5) the leaves diverge. If the cap 



Leaves diverge Leaves unaffected 

Fig. 2. — Equal and Opposite Charges. 


alone is presented the leaves again diverge. If, however, the unseparated 
but excited cap and rod are simultaneously presented to the electro- 
scope, no divergence results. This clearly indicates that the charges 
generated are equal an4 opposite. 

These results receive a ready explanation on the electrical theory 
of matter which is developed more fully in Chap. XX. Ordirnty, 
uncharged matter consists of equal quantities of positive and negative 
dectricUy. Some of the negative electricity, which consists of electrons, 
has the property of being fairly easily transferred from one body to 
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another. Simple mechanical friction is sufficient to effect this transfer. 
Consequently the body which gains the electrons acquires an excess 
negative charge, while the body which loses them acquires a net posi- 
tive charge equal in magnitude to the negative charge which it has 
lost. With ebonite and cat’s fur, friction transfers the electrons to the 
ebonite, while with glass and flannel they are transferred from glass to 
flannel. 

On the modern view, therefore, electricity is not generated ” butj 
merely Paradoxically a body is said to ‘‘ acquire ” a positive 

charge when in fact it has lost the corresponding number of electrons. ! 

4. Conductors and Insulators. 

If a metal rod which is held in the hand is subjected to friction, 
then simple experiments will fail to detect any electrification of the 
rod, although the cat’s fur will show some charge. Should, however, 
the metal be attached to a piece of ebonite or glass and should it be 
held by the non-metal, it will become electrified by friction in the 
usual manner. If the metal is touched with a succession of substances 
held in the hand it will be found that touching produces little result 
with some substances, such as glass and ebonite, whereas metals or 
water produce immediate discharge. Materials like dry wood occupy 
an intermediate position and cause a slow discharge. Substances are 
accordingly classified as conductors, insulators and semi-conductors of 
electricity. A thin film of moisture will completely ruin the insulating 
properties of the best insulator. Ordinary glass, being hygroscopic, is 
therefore very unsuitable for insulation in experiments on static elec- 
tricity. 

With a conductor the charge spreads itself out to the boundary of 
the conductor, for the individual electrons which constitute the charge, 
being all of one sign, exert a continual mutual repulsion. Consequently, 
if a charged conductor is touched by another conductor the charge 
will continue to spread imtil it again reaches the boundary of the new 
conductor. Clearly since the new conductor, say the hand, is normally 
connected through the rest of the body to the earth, the charge will 
spread itself to the boundaries of the planet and consequently a negli- 
gible fraction will remain on the initially charged conductor. 

5, Gold-leaf Electroscope. 

The gold-leaf electroscope, a diagram of which (single-leaf type) 
is shown in fig. 3, is of great value in demonstrating the laws of elec- 
trostatics and in measuring quantities such as charge, potential and 
capacity. It consists essentially of a vertical brass rod to the lower end 
of which are gummed one or two small strips of very thin gold leaf. 
The brass rod is insulated from the cubical tin container by an insulat- 
ing sulphur plug. Charge is communicated to the leaves from a brass 
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disk attacked to the top of the brass rod. Owing to the mutual repuL 
sion the leaves diverge at their lower end, and observation of the? 
magnitude of the divergence as registered on a graduated scale allows 
an estimate of the charge, to be made. For accurate work the move- 
ment of the image of the leaves over a micrometer scale in the eyepiece 



of a microscope is registered. The tin container should be connected to 
earth throughout the measurements so as to ensure that it is at a 
definite potential (see section 10). 

6. Electrostatic Induction* 

If a charged body is brought up to the disk of an electroscope, the 
leaves of the latter diverge before any charge has been communicated 
to the leaves by actual contact of the charged body with the disk. 
This divergence is normally temporary and disappears when the 
charged rod is removed from the neighbourhood. . Such behaviour is 
due to«' electrostatic induction. When the charged rod, which we shall 
suppose to be negatively charged, is brought close to the conducting 
system* of disk, support and leaves, some of the electrons^ the disk) 
are repelled to the leaves which constitute the boundary farthest* 
removed from the exciting rod. Consequently an excess negative 
charge is t^porarily preseift on the leaves an^ the latter diverge. 
When the ^citing rod is removed, the electroift redistribute them- 
selves uniformly, and since the system initially contained equal quan- 
tities of positive and negative electricity at all points, it resumestthat 
condition and the leaves .collapse. 

Suppose, however, that while the leaves are still under the influence 
of the electrostatic induction, the disk is touched with the finger. 
The electrons which previously were unable to travel farther from the 
exciting rod than the leaves, are now able to get to earth.^ Conse- 
quently the temporary excess of electrons travels .away from , the: 



ELECTEOSTATIC INDUCTION 
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leaves and the latter collapse. If now the finger is removed and finally 
the exciting rod is removed, the leaf system will be left with a net 
positive charge, for the electrons which have escaped will be unable to 
return to the system. The remaining electrons distribute themselves 
as evenly as possible among the positive charges, but the net effect is 
that a positive charge has been produced by eledrostatic induction from 
the negatively-charged exciting rod. The student will notice that it i^ 
always th^ electrons which move and never the positive residues, id 
which the main mass of the atom resides. Such immobility of the 
positive part of the atom is confined to solids. In electrical conduction 
through fluids both positive and negative charges are in motion. 



There is complete analogy between the equal and opposite charges 
produced by friction in that the maximum charge which can be com- 
municated by induction is equal and opposite to the inducing charge. 
To demonstrate this experimentally an apparatus such as that shown 
in fig. 4 is used. A charged metal sphere S is suspended by an insulating 
thread of unspun silk in an insulated metal container connected hy a 
metallic wire to an electroscope. Once the sphere is well inside the 
container, but not in contact with it, the divergence of the electroscope 
leaves reihains constaj|J. The container ds then touched momentarily 
with the finger and tK sphere is removed.^ The divergence now shown 
by the leaves gives the value of the permanent induced charge. If the 
sphere is then again introduced and allowed to come into contact with 
the container the whole charge disappears on both leaves and sphere, 
showing that the induced charge is equal and opposite to the inducmg 
charge. This neutralization may not appear quite complete in practice, 
since there is no perfect insulator, and the leak of electricity which is* 
continually taking place from all charged bodies may occur at different 
rates from the sphere and the other system respectively. By conducting 
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the experiment skilfully and rapidly, however, the proposition may 
be proved to within a few per cent. 

It follows that the attraction between uncharged bodies and charged 
bodies is due to induction. Under the inducing action of the charged 
body, like charges in the other body are repelled (more or less effec- 
tively) to the far end, and an excess of charges of opposite sign are 
situated close to the charged body. The attraction between the unlike 
charges exceeds the repulsion between the like charges owing to the 
greater proximity of the former; and if the particles are light, the 
electrostatic forces are sufficient to overcome the force of gravity and 
to lift the particles. 

7. Distribution of Charge. 

In fig. 5 are shown a number of conducting bodies of different 
shapes supported on insulating stands and charged with electricity 
either by contact or by induction from an ebonite rod. To examine 
the distribution of the charge over the conductors a proof plane is 




used. This consists of a small brass disk attached to an insulating 
handle; it is placed in contact with the conductor at various points 
and then presented at a standard distance to an uncharged gold-leaf 
electroscope. For the charged sphere it is found on sampling that the 
distribution is uniform over the surface. If the sphere is hollow it may 
easily be shown that no charge resides inside tho conductor. This is to 
be expected, since the various parts of the charge exert a mutual 
repulsion and consequently are urged to the farthest boundaries of the 
conductor. 

The cylindrical conductor with hemispherical ends will be found 
to have a greater surface density of charge at the ends and least where 
the curvature is least. This is shown still more strikingly with the 
pe«^r-shape& conductor where the surface density on the tip is very 
large. Now the air, although a moderately good insulator for small 
surface densities, Becomes less good for large ones, and consequently 

( F 085 ) 
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11. Electrostatic Pot ential. 

In dynamics the concept of energy is of great value in solving 
problems, as an alternative method to working from first principles 
with force concepts. Similarly, in electrostatic problems it is con- 
venient to deal with the electrical potential energy (or electrical potential 
as it is briefly called) in the field due to an electric charge. A unit 
charge, of the same sign as the fixed charge q in fig. 10, has a potential 
(energy) at a point P, a distance r from g, equal to the kinetic energy 
which the unit charge would derive in being repelled from r to infinity. 
This kinetic energy is clearly equal to the work done in the reverse 
process of forcing the unit charge from an infinite distance up to the 
point r against the mutual repulsion. 

While mathematically the potential falls to zero only at an infinite 
distance from the charge, in practice, any body which is connected to 
earth is considered to be at zero potential. In the majority of instances 



Fig. lo. — Potential due to Point Charge 


the earth acts as a perfect sink of charge and consequently reduces all 
charged bodies placed in communication with it to its own zero poten- 
tial. 

To calculate the potential at r, we note that the element of potential 
dV gained when the unit charge is moved from x to {x — dx) from 
q is 

dV == force X distance = Fy.{—dx)i . . (2.5) 




( 2 . 6 ) 


The potential at r (in electrostatic units) is therefore 


(2.7) 


The potential therefore varies inversely as the disj 
charge. The surfaces of equal potential will ther< 
since the lines of force from an isolated point cl 
appearance will be as in fig. 11. This diagram is an e: 
principle that the lines of force cut the equipcftevi 
gonally. The conducting surface of a charged conductor i 


ce from a pointy 

and 
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an eqnipotential sutface. This deduction also follows from physical 
reasoning, since if difierent potentials occurred throughout the same 
conductor, charge would flow from regions of high to regions of low 
potential, just as water flows from high to low level (compare equation 
(2.6)), 

Equation (2.6) may be written 





Fig. II.-— Field round Point Charge 

When the potential is known, it is often very convenient to derive the 
forces on systems in any direction by partial differentiation of the 
potential with respect to that direction. 

12. Gauss’s Theorem. 

In much the same way that potential is a useful tool derived mathe- 
matically from the law of force, so Gauss’s theorem is a convenient 
alternative statement of the force law, of great value in mathematical 
problems in electrostatics. Consider the point charge q in fig. 12 to be 
enclosed by a surface of arbitrary shape. If the mean electrostatic 
force component normal to any small area iS is jF, the normal induc- 
tion through that surface element is defined as JF . dS. Gauss’s theorem 
states that the total normal induction through any surface completely 
enclosing a charge is (4n x charge enclosed), while through any sur- 
face enclosing no charge it is aero. 

To prove this, consider the contribution to the T.N.I. made by the 
elementary cone shown in fig. 13. This is 

AT.N.I. QOS01 dSy (2.&) 
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Now from solid geometry, the elementary solid angle dto is defined by 

= ( 2 . 10 ) 

AT.N.I. = i!’ida>ri2 (2.11) 



But, from the inverse square law, 

^1 = ^ 2 , (2-12) 

Hence from (2.11) and (2.12) 

AT.N.L = qdu>. 



The total normal induction is therefore the product of the whole solid 
angle subtended by the enclosing surface at the charge, multiplied by 
the charge itself. Hence 

T,N.I. = 47rj (2.13) 

If the charge is situated outside the closed surface, the total normal 
induction is zero, for the angle between the outward normal and the 
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force may be either acute or obtuse, and the contributions to the 
T.N.L from any elementary cone, with vertex at are alternately 
positive and negative, but of the same numerical value. 

As an example of Gauss’s theorem, we shall deduce that for points. 
outside a charged sphere the forces are equal to those which would be 
produced by a point charge equal to the charge on the sphe^^an^ 
situated at its centre. Consider a point P situated a distrflfcMTlrom 
the centre of a sphere S of radius r and charge q, as shown in fig. 14. 
Then to determine the force at P, construct an imaginary sphere of 
radius x passing through P and concentric with S. The total normal 
induction through the outer sphere is 

T.N.I. - F . 



Fig. 14. — Force due to Charged Sphere 


Now by Gauss’s theorem, 

T.N.I. = itrq. 

Hence F = ^, 

or the charge produces a force at P equal to that which would be 
produced if the charge q were concentrated at the centre of the sphere. 
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EXERCISES 

1 . Describe experiments wtich show that equal and opposite quan- 
tities of electricity may be produced by (a) friction, (6) induction. 

2. Explain what factors govern the distribution of electricity over the 
surface of conductors. How is the corona discharge caused and how is it 
reduced? 

3. Define (a) unit charge, (6) strength of an electric field. Quote ex- 
amples illustrating the use of the conception of lines and tubes of force in 
understanding electrical phenomena. 

4. Upon what evidence is it assumed that the law of force between 
two electrical charges varies inversely as the square of their distance 
apart? 

5. Define electrical potential at a point and calculate the potential at 
a point a d^’stano3 r from a point charge q. Of what value is the potential 
concept in electrical theory? 

6. State arid prove Gauss’s theorem as applied to electrostatic forces 
and use the theorem to show that for points external to a charged sphere 
the forces exerted are the same as would be produced if all the charge were 
concentrated at the centre of the sphere. 

7. Show that if a line of force starts from a charge in a direction 
making an angle a with a straight line joining to a second charge eg (of 
opposite sign), this line of force meets at an angle j8 given by 

Cl sin2- == eg sin2|. 

[Consider the induction through cones of semi-vertical angles a and /3 at 
the two charges.] 



CHAPTER III 


Electrostatics 



The potential of a charged sphere of radius r and charge q is qjr, 
from equation (2.7), and hence the ratio 


charge 

potential 


~ r = constant. 


. . (3.1) 


This relation, that the potential is directly proportional to the charge 
for a given conductor, holds quite generally, and the ratio is defined 
as the capacity of the conductor. Since then 


C = (3.2) 

by putting F = 1 we may define the capacity alternatively as the 
cha^e reauired to raise the potential of the conductor by unit amount. 
The capacity of a sphere (ip electrostatic units) is, from (3.1), equal to 
its radius and is therefore measured in centimetres on the C.G.8. 
system of units. The capacity of any system of given form is pro- 
portional to the first power of its linear dimensions. 


^ Condensers. 

It is usual to reserve the term electrical condenser for a system 
composed of two charged surfaces one of which is charged and insu- 
lated, while the other, which is earthed, acquires by induction an 
equal and opposite charge. For example, two parallel plates or two 
concentric spheres might constitute a condenser. The capacity of a 
condenser, as opposed to that of an isolated conductor, will depend on 
the proximity of the insulated and earthed plates of the condenser as 
well as upon their linear dimensions. We calculate below the capacities 
of various systems of practical importance. 

The method is to calculate the potential F due to a charge Q on 
the condenser, and then form the ratio QjV, which is by definition the 
capacity. 
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(i) Two Concentric tSfhereSy Inner Sphere Insulated^ Outer Sphere 
Earthed. 

The chaise +Q on the inner insulated sphere induces an equal and 
opposite charge — Q on the inside of the outer sphere as shown in 
fig. 1. The outer sphere, being earth connected, is at zero potential,^ 
we wish to calculate the potential of the inner sphere due to the two 
charges +Q and The potential due to the inner sphere itself is 
equal to the potential at its centre, i.e. 

= ( 3 . 3 ) 

for the potential at all points inside a'closed conductor is the same and 
equal to that at the surface of the conductor. This follows from the 
experimental fact that there is no force anywhere inside a closed con- 
ductor (Chap. II, section 10), for by equation (2.8) the force is equal 



Fig. I. ““ Capacity of Spherical Shell (Outer Sphere Earthed) 

to^fee-rat e of change jg)f p qtentialJidthj toto am Lsince the force is 
zero there can be no change in potential. By the same argument, the 
potential of the inner sphere due to the charge —Q on the outer sphere 
is therefore the same as the potential of the outer sphere due to its 
own charge, that is 

= ( 3 . 4 ) 

The total potential of the inner sphere is 

F=n+F.=e(i-^), .... (3.5) 


and the capacity of the system is therefore 

. ab 

^'~v~{b-ay ' ■ 


. . ( 3 . 6 ) 


Th^. capacity is inversely proportional to the distance between the 
coidiietors composing the ‘spherical condenser. 
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(ii) Two Concentric Spheres, Inner Splme Earthed^ O'uier Sphere In- 
sulated^ 

In tie previous example, all the lines of force which arose from tho 
central charged sphere cut the outer sphere, and hence the induced 
charge was equal and opposite to the inducing charge.. With the 
outer sphere insulated and the inner sphere earthed, however, only 
some of the lines of force proceed inwards to the inner sphere, a 
large number going outwards to the walls as shown in fig. 2. The 
induced charge — is therefore only a fraction of the inducing charge 
+Q, and before we can calculate the potential F of the outer sphere 



Fig. a. — Capacity of Spherical Shell (Inner Sphere Earthed) 


we require to calculate q in terms of Q. This is accomplished b 7 
considering that under the influence of the two charges, the potential 
of the inner sphere is zero. Hence, from the previous example, 

o — l + l 


The potential of the outer sphere is therefore 

Q . 


or 


(3.7) 
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[lu; Parallel Plate Condenser, 

If a spherical condenser is imagined to expand mdefinitely xmtil its 
radius becomes very large compared with the separation of the two 
conductors, it will approach the case of a parallel plate condenser of 
infinite extent. Hence, putting 6 = a in the numerator but not in the 
denominator of (3.6) and (3.8), we have 

C==J (3.9) 

where t {b -- a). 


4-4--f‘-f*4*4* + 4“4* •f-4-44* 



Fig. 3. — Parallel Plate Condenser 


Since the area of the surface of the sphere is iira^ = S, equation 
(3.9) becomes C = S/inL The capacity for a finite area A is therefore 



(3.10) 


which is the required formula for the capacity of a parallel plate con- 
denser, where A is the area of either plate, and t is the distance between 
them. As shown in fig. 3, the lines of force 


will be perpendicular to the plates in the 
central regions but will curve at the edges 
owing to the attraction of the walls of the 
room. The formula is in error in so far as it 
neglects this edge effect, but the correction 
is small if the ratios of plate length and 
breadth to plate separation is kept large. 

'*‘‘(iv) Cylindrical Condenser, 

The case of two concentric cylinders is of 
great practical importance since cables and 
lines generally occur in this form. We first 
require to calculate the potential at any point 
a distance r from the common axis of the two 



Fig. 4. — Cylindrical 
Condenser 


cylinders. As in fig. 4, let the charge per unit 

imgth of the cylinder be <ti. Then the force at a point P is found 

by constructing a concentric cylindrical surface through P and 
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applying Gauss’s theorem. If the force at P is F, the total normal 
induction 


T.N.L = jP X (im X 1) = 47701. 


Hence 



(3.11) 


The force due to a charged cylinder of infinite length therefore falls off 
inversely as the distance from the axis of the cylinder. With a cylinder 
of finite length the lines of force are no longer perpendicular to the 
axis of the cylinder and an error is involved as with the parallel plate 
condenser of finite extent. This error is again small if the distance r 
from the cylinder is small compared with its length. 

The difference in potential between any two points and from 
the axis of the cylinder is calculated by the method of Chap. II, section 
11. We therefore have 

(F„ - v„) - £f,(- *) _ _ * 

= 2c7iIog,~2 (3.12) 


Hence, the capacity of a length Z of a cylindrical condenser is given by 


p ^ ^ 

2 log, (6/a)- 


. . (3.13) 


2. Electric Force between Two Charged Plates. 

The lines of force are parallel (fig. 3). By applying Gauss’s Theorem 
(p. 16) to a cylinder with ends perpendicular to these lines, we find 
that the force is everywhere of the same magnitude. If we represent 
the force by F, the work done in taking a unit charge from one plate 
to the other is 

F = A (3.14) 

and this work is by definition equal to the potential difference F be- 
tween the two plates. Now since 



we have, by (3.10), 

V={Aa)^, (3.16) 

= 4:7TOt, 

where a is the surface density of charge per unit area of the plates. 
(Compare in (3.11).) Hence from (3.14) and (3.16) 

F = 4Tror. ^ 


(3.16) 
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Each plate contributes symmetrically to the total force and hence 

the force close to a single charged plate is 

F:=27Ta. ...... (3.17) 

3. Mechanica l If^rne of Attractfnn between Two Flat Condenser Plates. 

The following devipe enables us to calculate the mechanical force 
of attraction between two condenser plates. Imagine a unit charge 
to be situated in a small hole in one condenser plate as shown in fig. 5. 
Then the force on this charge arises entirely from the other plate, since 
this alone gives rise to lines of force passing tlirough the hole. Hence 
the force on the charge is 


F — 27ra X 1. 
+cr 



Fig. s. — Attraction between two Condenser Plates 


If the hole is replaced by an element of surface dA with charge density 
(T, the force becomes 

F = 27ra^dA, 

and hence the total force of attraction between the plates is 

F=:27ro^A (3.18) 


4. Energy Stored in a Charged Condenser. 

The energy stored in a charged condenser is equal to the work done 
in the process of forcing the charge on to the plates against the repul- 



sion of ihe charge which has already been communicated. In fig. 6 we 
illustrate three conditions: (a) when the charge and potputial are 
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zero ; (6) some intermediate stage in the process when the charge and 
potential are q and v respectively; and (c) the fully charged state, with 
final values Q and F. The element of work done in communicating a 
further charge dq when the existing potential is is 


dW dq] 


for by definition, the potential v is the work done in bringing unit 
charge to the system, and hence the work done in bringing an element 
of charge dq is vdq. The total work done in raising the charge from 0 
to Q is therefore 



(3.19) 


and this is the energy stored in the condenser. Since v varies with q, 
equation (3.19) cannot be integrated directly, but the capacity G of 
the system is constant throughout and 



(3.20) 


Substituting for v from (3.20) in (3.19) we therefore have 

= (3.31) 


Since C == Q/V, equation (3.21) may alternatively be expressed in 
the forms: 


W = iQV = (3.22) 


Capacities in Parallel and in Series. 

The total capacity of two condensers conn&tei in parallel is equal to 
the sum of their separate capacities. Connexion in parallel implies that 
the earthed plates have a common connexion and the insulated plates 
another common connexion as shown in fig. 7. Since the effect is simply 
to enlarge the areas of the insidated and earthed plates respectively, 
the proposition is obviojiis physically. Mathematically we have, with 
reference to fig. 7, 

+ . 

where 0 is the final total capacity^ 


; . (3.23) 
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Again, 

Q^^VC„ 

whence, by addition and use of (3.23), 

C = Ci + 02 (3.24) 

The reasoning clearly applies to any numbet of condensers. 

C, 


Cz 

Fig. 7 . — Capacities in Parallel 

In fig. 8 two condensers are connected in series. In series connexion 
only one plate is earthed and the potentials of the other plates increase 
each time we pass across a condenser. The two insulated middle plates 
are connected, and are therefore at the same potential. Since they are 
initially uncharged, the total charge on them is zero. The charges 
facing each other on the interior faces of the plates of the condensers 
-all have the values ± Q (fig. 8). (There may in addition be a charge 







Fig. 8. — Capacities in Series 


'Q' on the outer surface of the left-hand plate.) Then, if the potential 
drops are as shown in fig. 8, 




(f985) 


3 
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so that the total fall in potential is 

F=F, + F, = q(1 + ^). . . . (3.25) 

Now the total capacity of the system is defined by 

0=^ (3.26) 

Hence from (3.25) and (3.26) 

5 = 5 . + 5 


6. Me^ot^Pielectr^ 

The preceding calculations have been based on Gauss’s thorem^ 
that is upon a mathematical formulation of the inverse square law. 
We have already stated in Chap. II, section 10, that should the charges 
be embedded in material of dielectric constant k, the force is reduced^ 
being inversely proportional to L Since the force is the rate of chaSge 
of potential with distance, the potential is likewise reduced and the 
potential at a distance r from a point charge q in an infinite dielectrie 
of dielectric constant k is 



Now the capacity is by definition the ratio of the charge to the potential,, 
and since the former is independent of the dielectric, the capacity 
must be directly proportional to the dielectric constant. Should there- 
fore the space between the plates of a condenser be completely filled 
with dielectric, the capacity becomes k times its previous value. In 
fact the most convenient method of defining the dielectric constant is 
that it is the ratio of the capacities of a condenser when the space separating^ 
the plates is filled with the dielectric and when it is a vacuum, respectively. 

If the insulated plate is removed with insulating tongs from a 
charged condenser filled with dielectric, then it will be found that only 
a fraction of the charge is remoVed with the plate. If the plate is now 
replaced, the charge it acquires on contact with the dielectric will be 
almost equal to the original charge. This experiment shows that the 
charge is absorbed by the dielectric somewhat as a sponge absorbs 
water. iThe penetration is small, as. is shown by the fact that it is 
readily given back to the plate when it is replaced. Dielectrics differ 
considerably amongst themselves in this property of absorption, which 
is a function of the naolecular structure of the material. The pheno- 
menon is associated with the electrical hysteresis (see Chap. XV) of the 
specimen. 
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In terms of the electron theory a good insulator is a material in 
which the electrons move with extreme difficulty. The negative charges 
on the condenser plate do, however, move a short distance into the 
dielectric, and similarly the electrons in the dielectric move a short 
distance out of the material towards the positive plate. This general 
drift extends throughout the entire dielectric, which consequently 
develops charges of opposite sign on its two surfaces and is said to bo 
in a state of electrical strain. The commonly used dielectrics such as 
mica and ebonite have dielectric constants lying between 1 and 10. 
These substances are insulators, but conductors also have dielectric 
properties. Indeed, water has the abnormally high value of 80 for its 
dielectric constant. The measurement of dielectric constants is de- 
scribed in the next chapter. 


EXERCISES 

1. Define the term capacity of a conductor 

Regarding the earth as a sphere of radius 2 x IO^/tt cm., show that its 
electrical capacity is about 700 microfarads. (1 microfarad ™ 9 x 10^ 
electrostatic units.) 

2. Distinguish between the electrical force in the region between two 
flat COD denser plates and the mechanical force of attraction between the 
plates, and show that the ratio of these two magnitudes is 2/c7^, where A 
is the area of one of the plates and a is the surface density of charge. 

3. Obtain an expression for the electrical energy stored in a charged 
condenser of any type. Deduce the same result for the special case of a 
spherical conductor by the principle of virtual work. 

4. Show that when two equal condensers are connected in parallel the 
system has four times the capacity of that obtained when the condensers 
are connected in series. 

5. Explain fully the meaning of the term dielectric constant ’’ of a 
material. Upon what factors does the value of the dielectric constant 
depend? 



CHAPTER IV 


Electrostatic Measurements 

1« Introduction. 

For measuring small charges and potentials the gold-leaf electro- 
scope is very suitable, as the charged system may be made extremely 
small and therefore of small capacity. However, for many purposes a 
more robust instrument is required, and electrometers and electro- 
static voltmeters satisfy this requirement. 

^ 2 . Quadrant Electrometer. 

The quadrant electrometer, as shown in fig. 1, consists of a tlat 
cylindrical brass pillbox B divided into iour separate quadrants. 
Between the top and bottom of the quadrants is a light paddle C of 




Fig. 2. — Quadrant Electrometer: 
Connections 


aluminium suspended by a delicate torsion fibre T of phosphor bronze. 
The latter is insulated from the rest of the instrument by an amber 
plug P, and the brass quadrants likewise are supported on amber 
blocks Bj. Opposite pairs of quadrants are connected as shown in 
fig. 2, and the paddle may either be completely insulated from them 
or may be connected with either pair of quadrants as required. 

When the quadrants and paddle acquire electric charges, electro- 
static forces are set up which rotate the paddle until an equal and 
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opposite torque is introduced by the suspension. The deflection is 
magnified by reflection of light from a mirror attached rigidly to the 
paddle. 

Let Fa, Fb and Vq be the potentials of the two pairs of quadrants 
and paddle respectively, and suppose the paddle twists through an 
angle 6 so that it passes towards the quadrants A and away from B. 
The capacity of the A-C system is increased and that of the B-C system 
is decreased by an amount P6, where P is a constant. Then the change 
in electrical potential energy of the system is, from (3.22), 

= . . (4.1) 

where F^ = (Fc — Fb) and Fg — (Fq — F^). 

The gain in potential energy of the suspension is 

Wo==fG0.de = {G0^ .... (4.2) 

•'o 


where G is the couple required to produce unit angle of twist. Now the 
sources of supply to which the quadrants and paddle are connected 
will have supplied energy at constant potentials F^, Fb and F^ re- 
spectively. Consequently in equation (3.19) the integration may be 
effected directly with v constant and will give 

TF = QF=j^=Q2/cf, .... (4.3) 

which is twice the value obtained when the charged conductors are 
not connected to steady sources of potential. This energy derived 
from the source will therefore be equal to the sum of (4.1) and (4.2) and 
will actually be numerically equal to twice (4.1). We therefore have 


that is, 


TF = Tfa+TFB, 

= \Ge^ + Pe{V, - fj(Fo - 


0 = i[(F^-F3)(F<j-^^^^=), . . . (4.4) 


where K = iPjG = constant. 

The constant K, which involves the linear dimensions of the appa- 
ratus, cannot be accurately calculated and consequently the instru- 
ment is mt absdvte but requires calibration with sources of known 
potential. The two points whose potential difference is required are 
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connected to A and B respectively, and the paddle C is connected 
either (1) to an independent potential of much greater magnitude than 
either 7^ or 7 b, or (2) to A or B. The former or heterostatic arrange- 
ment is most frequently used for measuring steady potentials. The 
steady potential difference is connected across A and B while the 
paddle C is connected to a separate and much higher potential Since 
then 7o > 7^ or 7 b, if small potentials are being measured, 

^7^ _ Vo constant; 


so that equation (4.4) becomes 

0_^C'(7,^7b), 


(4.5) 


where /U = jfiC 7^ = constant. The potential difference is therefore 
directly proportional to the deflection. 

If the potential to be measured across A and B is alternating, the 
previous arrangement will show no deflection, for the paddle is alter- 
nately attracted and repelled by a given pair 
of quadrants too rapidly for it to respond. 
A unidirectional effect is produced by con- 
necting the paddle to either A or B so that 
7o = say. Then equation (4.4) becomes 




Fb)^ 


(4.6) 


The deflection is now proportional to the 
square of the potential difference and its 
direction is therefore independent of the sign 
of the potential Physically, the quadrant 
and leaves which are connected together 
always acquire charge of the same sign 
simultaneously and therefore always exert a 
mutual repulsion. 

By increasing the number of paddles and quadrant boxes, as shown 
in fig. 3, the deflection may be proportionately magnified. A more 
robust suspension then becomes possible without decrease of sen- 
sitivity and such instruments constitute electrostatic voltmeters. 


Fig, 3. — Multiple Quadrant 
Electrometer 


3. Attracted Bisk or Absolute Electrometer. 

In fig. 4 is shown a diagram of the attracted disk electrometer. This 
instrument requires careful manipulation and consequently is used 
only for standard calibrations. It consists of two flat circular con- 
denser plates Pi and P^ set horizontally. One plate is suspended by 
inclined strings from a balance arm which can be suitably counter- 
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poised. The other plate is insulated and attached to a micrometer 
screw M so that the distance between the two plates can be varied. 
When a potential difference is applied between the plates, an attrac- 
tion takes place between the equal and opposite charges acquired by 
the plates, the force of attraction being 

F = 


according to equation (3.18). 

This force is directly measured from the value of the counterpoise 
on the opposite arm of the balance and hence 

F^mg== 2no^A (4.7) 



Since m, g and A are known, a can be calculated absolutely from 
(4.7). Finally since the potential difference F between the two plates 
is given by 

Y = irrad, 

equation (4.7) may be written 



It is much easier to achieve a balance by varying d than by varying 
m, and consequently the final adjustment is made with the micrometer 
screw. 

Since the calculations apply to the attraction between two plates 
when the lines of force aU run perpendicular to the plates, a correction 
is necessary for the curvature of the peripheral lines if the apparatus 
is as in fig. 4. In practice, the use of a correction is avoided by using 
annular metal giiard rings (not shown) in the plane of the plates, ^e 
gap between the plates and the rings is very small and the moving 
plates behave essentially as the central portion of larger plates. The 
lines of force are therefore all practically perpendicular to the moving 
plates. 
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Measurement of Diele ctric Constant . 

As an example of the use of the quadrant electrometer we shall 
describe the determination of the dielectric constant of a slab of mate- 
rial. We require a parallel plate condenser which fits the slab; the 
capacity of this condenser is calculated from equation (3.10) when 
the area of the plates and the plate separation have been measured. 
It is first essential to determine the capacity Cj. of the electrometer 
itself. The electrometer is initially charged with an unknown charge 
Q which gives a deflection This charge is then shared with the 
condenser and the deflection falls to Introducing a constant of 
proportionality P, we have • 


whence 


t: 


Q = c^.pe^ = (C^ + c,)pe„ 

e. 


c. 


iOi - e,y 


(4.9) 


The slab of dielectric is then inserted and the deflection falls still 
farther to 0^ as the capacity of the condenser increases to C 2 , where 
the dielectric constant k is defined hj k = CJCi» By analogy with 
om deduction of (4.9) we have 


g = c,.Pdi = (C2 + c,)P 03 , 

whence . . . 

and from (4.9) and (4.10) 

C == ^1^2 (^1 ^3) 

^ ^3 (o.-e.y 


or 


z, ^ ^ ^ (^1 ~~ ^ 3 ) 


. . (4.10) 


. . (4.11) 


The dielectric cbnstant of gases and conducting liquids is found bj 
filling a container with the fluid and inserting it as a close fit in the 
condenser. The correction due to the container itself is found by a 
subsidiary experiment. The dielectric constant of a gas is directly 
proportional to the pressure over a wide range. 

These values of the dielectric constant are for a steady electrie 
field between the plates. If the field is varying (see Chap. XV) the 
dielectric constant is a function of the frequency of the electrical 
os6illations. This is because the electrical strain set up in the dielectrio 
takes a finite time to change when the field variation takes place. 
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5. Electrostatic Units of Measurement. 

We have already defined the electrostatic unit charge (p. 9); it 
remains to specify units of potential and capacity. 

Unit electrostatic 'potervtial difference is said to exist between two 
points when one erg of work is done in transferring one electrostatic 
unit of charge from one point to the other. 

The unit of capacity in the electrostatic system is the capacity of a 
condenser in which electrostatic unit charge is associated with elec- 
trostatic unit difference of potential; it has the dimensions of a length, 
and therefore may be said to be 1 cm. 

When electromagnetic phenomena have been considered we shall 
find that a second system of units, the electromagnetic system, arises 
quite naturally from the phenomena considered. Owing to the physical 
connexion between electrostatic and electromagnetic phenomena 
these two systems of units are interrelated and it is frequently neces- 
sary to convert from one system to the other. 

In practice, the potentials, charges, currents and other electrical 
quantities involved are often of a magnitude which is of a different 
order from the units defined in the electrostatic and electromagnetic 
systems. There is therefore a third or practical system of units. The 
subject is discussed more fully in Chap. VIII. 


EXERCISES 

1. Describe the quadrant electrometer and explain how it may be used 
to measure (a) alternating potential, (6) direct potential. 

2. Compare and contrast the gold-leaf electroscope and the quadrant 
electrometer as potential measuring instruments. 

3. Describe the operation of the attracted disk electrometer, deducing 
any formulae required from first principles. 
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Electrostatic Machines 

1. The Eleotrophorus. 

The amoimt of electricity which can be obtained by friction with 
cat’s fur on an ebonite rod is very limited, and consequently machines 
have been devised to supply larger quantities of electricity at higher 
potentials. The simplest of these devices is the electrophorus, a dia- 
gram of which is shown in fig. 1. It consists essentially of a flat ebonite 
disk D, the upper surface of which is electrified by friction with cat’s 
fur in the usual fashion. A fl.at brass covering disk C fitted with an 
insulating handle rests on the excited ebonite disk and a charge is 
conveyed to C by induction. This, of course, necessitates earthing C 



Fig. 1. — Electrophorus 


while it is in close proximity to D, either by touching it with the finger 
or by the automatic device of a short brass rod passing vertically 
through the ebonite disk and connecting the top brass plate with 
another brass plate lying underneath the ebonite disk. When the cover- 
ing plate has been charged by induction it is removed by the insulating 
handle and gives up its charge to a condenser. The disk C is then 
returned to the ebonite disk, which throughout the process has re- 
tained its original charge, and the whole operation is repeated. In this 
way, theoretically an infinite charge may be taken away on the brass 
disk. The electrical energy is derived from the mechanical energy 
required to separate the opposite induced and inducing charges. In 
practice, the charge which may be conveyed to a given condenser is 
limited by the rise in potential of that condenser as the charging pro- 
cess continues, A time arrives when the potential acquired by the 
charging disk C of the electrophorus is little more than that of the 
insulated plate of the charged condenser. Very little additional charge 

34 
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is then conveyed in each further operation as the charging disk is put 
in contact with the condenser. 

It must be noted that the production of a charge on C is entirely 
due to induction from the ebonite disk D. That is, although C is laid 
on D, the latter is such a poor conductor that C acquires little charge 
by contact from D. If C and D are exceptionally smooth, C may carry 
away very little charge indeed, for the charge obtained by good contact 
with D may exactly" neutralize the charge produced by induction. A 
high degree of planarity of D is therefore deliberately avoided, so that 
good contact with 0 is made at only a few unavoidable places when the 
latter is laid over the former. 

2. The Wimshurst Influence Machine. 

To avoid the labour of manipulation with the electrophorus and 
to provide still greater electrical energy, continuously operated machines 
were devised. These were originally friction machines in which charges 
were generated by rotating glass cylinders against rubbers which 
pressed in contact with the surface. 

Metal foils fixed to the surface of the 
cylinder served to collect the charges 
which were removed by wire brushes 
which were in light contact with the 
surface of the cylinder. Such friction 
machines were found to be very erratic 
and gave way to various infliuence 
machines, of which the Wimshurst is 
a typical example. > 

As shown in fig. 2, the Wimshurst 
machine consists of two fiat glass disks 
mounted on a conln^on axis and 
capable of rotation in opposite direc- 
tions. The disks are coated with 
shellac to render them non-hygroscopic, 
and are rotated either by hand or by 
electric motor. A number of tin-foil 
sectors are fixed symmetrically to the 
disks and the latter revolve between 
two forks F, F' provided with sharp 

points which are situated close to the Fig. a. — wimshurst Machine 
disks but which do not actually come in 

contact with them. The forks or (Collectors are connected by brass rods 
to two metal spheres S, S' on which the chp^rges collect, and the spheres 
are usually fitted with dondensers C, C', so that the charge, which is 
generated continuqusly, may be continuously stored, ^ Two mutually 
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perpendicular brass induction rods R, R', terminated by fine wire 
brushes which pass over the surface of the metal sectors, remain 
stationary as the disks rotate. 

The operation of the machine may be explained by reference to 
fig. 3, in which the two disks are for clarity drawn of unequal size, 
although in reality they are as identical as possible. The machine 
requires a small residual charge on the sector A before the generation 
of subsequent charge will take place. This initial charge is usually 
resident on the surface of the machine when it has once been used, 
but in damp weather it may be necessary to convey a charge to the 
surface by induction from an excited ebonite rod in the usual fashion. 
The positive charge on A induces a negative charge on the sector B, 
and since the latter is connected to the brass rod R, a corresponding 



induced positive charge develops on the conductor D which is at the 
remote end of R. Owing to the rotation of the two disks in opposite 
directions, the R-B and R-D contacts are broken while they are still 
under the influence of the charge on A. Consequently a positive and 
negative charge is left on the sectors D and B respectively. The charge 
on A has therefore now generated two additional charges on the system. 
These two charges repeat the inducing effect when they come opposite 
the ends of the second rod R'. In this way more charges are produced 
on the back plate containing the original sector A. This mutual in- 
duction process continues until large charges and consequently high 
potentials are produced on the sectors of both plates. It wilLbe observed 
that the rotation of the two plates in opposite directions is such as to 
convey charges of one sign to one side of the apparatus and of the 
opposite sign to the pther side. This has an important result on the 
collection process which thereby becomes unidirectional. The collec- 
tors on the fork F acquire a negative charge which is so high that the 
insulation resistance of the air gap breaks down. The negative elec- 
tricity streams from the points and partially neutralize^ the positively 
charged sectors. An equal and opposite positive charge therefore 
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develops on the sphere S, So the effect is as if an equal positive charge 
were conveyed from sector to points. Meanwhile, at the other fork F', 
the negative charge streams from the sector to the points under the 
action of the intense electric field produced between the high negative 
charge on the sectors and the high positive charge which is induced 
on the points. The sphere S' tberefore acquires a net negative charge. 
We emphasize that at both collectors it is the negative electricity 
which moves, in one case from sector to points, and in the othSr in the 
reverse direction from points to sector. Actually, when the insulation 
resistance breaks down, the air in the spark becomes ionized (see Chap. 
XVIII), and ions of both signs being present, there is a certain amount 
of electricity of both signs travelling across the gaps between sectors 
and points at both F and F' under the potential difference which 
exists. 

Theoretically there is no limit to the electrical energy which may be 
obtained. In practice, frictional losses are inevitable in the moving 
system, but the real limit to the electrical energy available lies in 
electrical losses. The air in the whole neighbourhood of the machine 
becomes slightly conducting owing to the ionization at the collectors 
and unavoidable sparking at the brushes. Consequently losses occur 
through the air from various parts of the machine, the losses being 
proportionately greater where the surface density is largest, that is at 
angles and points. The losses there are usually so intense that a blue 
glow is observed in the neighbourhood; the process is commonly 
termed ‘‘ brushing ” and is said to be due to corona discharge. Again, 
the surface insulation between the sectors breaks down as the potential 
difference between different sectors becomes very large, and brushing 
to earth across various parts of the insulators is always taking place 
to a certain extent. In spite of these difficulties, several Wimshurst 
machines connected in parallel and suitably motor-driven will supply 
a current of several milliamperes at a hundred thousand volts. 

8. The Van der Graaf Generator. 

If potentials of millions of volts are required, a machine like the 
Van der Graaf generator must be used. This consists of a vertical tube 
of insulatiiag material which may be several metres high and up to a 
metre in diameter. As shown in fig. 4, the tube is surmounted by a 
large metal sphere which is the system ultimately to be charged to the 
high potential. Inside the vertical tube runs a silk band which is con- 
nected electrically at the top to the inside of the metal sphere so that 
any charge on the band may be communicated to the inside, and 
hence automatically to the outside, of the sphere. The silk band is 
caused to rotate, and charge is sprayed on the band either by a battery 
of mechanically-driven Wimshurst machines situated at the base of 
the tube or jtrom a high-voltage transformer (see Chap. XIII). In this 
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way the charge on the sphere may be continuously increased until it 
is several million volts above earth potential. If one such system is 




Fig. 4. ■— Van der Graaf Generator 


charged with positive, and another with negative electricity a potential 
difEerenco of ten million volts may be set up comparatively easily be- 
tween the two spheres. 


EXERCISES 

1. Explain in detail the operation of an electrostatic induction 
machine. 

2. Compare the advantages and disadvantages of a battery of Wims- 
hurst machines and a transformer as sources of high potential. 
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Elementary Magnetism 

1, Introduction. 

The fact that certain iron ore found in Magnesia in Asia Minor 
possessed the property of attracting small pieces of iron and steel was 
known to the ancients. This ore, which is termed magnetite, is said to 
exhibit magnetic properties or to possess magnetism just in the same 
way as rubbed amber is said to possess electrification. 

2. Magnetic Substances. 

All materials, if they are sufficiently light, show electrical attraction ; 
but unless the apparatus is extremely sensitive, only a few substances 
exhibit any attraction under magnetic forces. These substances form 
the ferro’-magnetic group and consist essentially of iron, nickel and 
cobalt and certain of their alloys. Again, while a closed conducting 
surface acts as a perfect electrostatic screen in that enormous charges 
outside or on the surface fail to produce any electrical forces within 
the conductor, magnetic forces readily penetrate conductors. For 
example, iron filings inside a brass vase respond as readily to magnetite 
placed outside the vase as when the separation is due to air only. 

In the case of electric charge, mere contact between the eleyctrified 
body and an initially uncharged conductor is sufficient to convey charge 
to the latter, especially if the electrified body is itself a conductor. On 
the other hand, mere contact between a magnet and a magnetic body 
is quite insufficient to produce any permanent magnetism of the latter. 
Magnetic substances readily become magnets, however, if stroked 
systematically by natural magnetite. This process may be repeated 
indefinitely without any appreciable diminution of the magnetic power 
of the magnets used. This again contrasts with the transference of 
electric charge, the latter being continually reduced in amount by 
sharing. 

If a bar of iron which has been magnetized — ^that is a bar magnet — 
is plunged into a bed of iron filings the latter are found to adhere most 
strongly at the ends of the bar. These regions of intense magnetic, 
force are termed the poles of the magnet. An imaginary line joining 
the two poles is termed the magnetic axis, and an imaginary line run- 
ning round the centre of the magnet is termed the magnetic eauator. 
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0* Directional Properties. 

If a bar magnet is suspended by a torsionless fibre it is found that 
it sets with its axis pointing approximately geographically north and 
south, and if disturbed always returns to this, position. This property — 
the knowledge of which, as of magnetic attraction, is of great antiquity, 
— constitutes the basis of the magnetic compass. The pole which points 
to the north, or the north-seeking polcy is termed the north pole and the 
other is termed the south pole of the magnet. There is therefore a formal 
correspondence with the N-pole and S-pole and positive and negative 
electricity. Experiment shows that this correspondence is much deeper, 
for just as like charges repel and unlike charges attract each other, 
like poles repel and unlike poles attract each other. Thus, if one bar 
magnet is freely suspended, and another is brought up to it, repulsion 
takes place if the two N-poles or two S-poles are presented to each 
other and attraction if a N-pole and a S-pole are so presented. 


4. Magnetic Field and Unit Pole. 

The region around a magnetic pole is termed its magnetic field and, 
just as in the electrical case, magnetic forces are imagined as due to 
myriads of magnetic lines of force. A magnetic line of force is there- 
fore an imaginary line showing the direction of the magnetic force at any 
point in the magnetic field. Similarly, attractions and repulsions are 



pictured mechanically as arising from the tension and repulsion of 
magnetic tabes offeree. 

In the same way that electrostatic lines of force are mapped out 
with crystals of oxalic acid, so magnetic lines of force may be mapped 
out with iron fillings. In fig. 1 is shown the distribution of the lines of 
force for various arrangements of one or more magnets. The centres 
P of the diamond-shaped regions which are free from magnetic force 
are termed neutral points. 
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Again, the definition of unit magnetic pole is absolutely analogous 
to that of unit charge. A unit magnetic pole is that pole which exerts 
a force of 1 dyne on an equal pole at a distance of 1 cm., both poles being 
situated in a vacuum. 

Similarly, the intensity of a magnetic field at any point is measured 
by the force which would be exerted on a unit pole pl^ed at that point. 
The unit of magnetic field strength is termed the oersted (originally 
gauss). 

Experiment shows, however, one fundamental difference between 
magnetic poles and electric charges in that while it is easy and usual 
to obtain separate positive and negative charges, N-poles and S-poles 
always occur together, as in a bar magnet. If the bar magnet is broken 
diametrically in an effort to separate the N-pole from the S-pole, an- 
other N-pole and S-pole will be found to have been generated at the 
point of fracture. This process is repeated until the fragments are of 
molecular size.' The concept of a unit pole is therefore a purely theo- 
retical one, the experimental unit being a short bar magnet or magnetic 
dipole. 

5. Molecular Theory of Magnetism. 

The behaviour of magnetic substances is readily explained on the 
molecular theory of magnetism. This states that magnetic substances 
consist permanently of large numbers of molecular magnets. In an 
unmagnetized bar these molecular magnets are arranged completely 



Fig. 2. — Umnagnetized Bar 


at random as shown in fig. 2. The bar as a whole therefore exhibits 
no magnetism, neither attractive nor directive. The process of magneti- 
zation consists in the gradual adjustment of these molecular magnets 
as shown in fig. 3. Under the influence of the magnetic field of the 
stroking magnet, the small molecular magnets turn slightly into the 
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Fig. 3. — Process of Magnetisation 


direction of the external magnetic field. The motion of the molecular 
magnets is opposed partly by friction and partly by their mutual 
magnetic interactions. Consequently the stroking p^ce^ has to be 
repeated several times before appreciable magnetization is prc^uced. 
When all the molecular magnets have become orientated in one 

< F 985 ) ^ 




42 


ELEMENTAEY MAGNETISM 


[Chap. 


direction, further magnetization is clearly impossible. This prediction 
of a limiting state by the molecular theory accords well with experi- 
mental observation. It is termed magnetic saturation. 

Again, since mechanical fracture results in the separation of groups 
of molecules and not the fracture of any one molecule, the impossi- 
bility of separating a N-pole from a S>pole is easily explained. The 
development of fresh N-poles and S-poles on fracture is merely the 
separation of two adjacent layers of N-poles and S-poles already 
present. The large magnetic intensity at the poles of a magnet is 
clearly to be attributed to the large number of imbalanced N-poles 
and S-poles at the two ends respectively. Farther towards the centre 
of the magnet there is negligible external field, as the N-poles and S- 
poles are extremely close to each other and all the lines of force which 
arise from them run straight from one to the other. 

It is to be expected that any process which tends to derange the 
molecules of a magnet would be likely to demagnetize it. This is 
found experimentally, percussion or heating being well-known methods 
of demagnetization. 


6. Magnetic Induction. 

If ah uhmagnetized iron bar is presented to a compass needle it 
attracts both ends. On the other hand, one end of a magnetized bar 
will repel one end of the compass needle when like poles are presented 
to each other. Consider now the experiment shown in fig. 4, where an 
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Bar 

Fig. 4. — Magnetic Induction 



unmagnetized bar is placed close to a compass needle and a bar magnet 
is brought up to the far end of the unmagnetized bar. It is found that 
the hitherto unmagnetized bar will repel one end of the compass needle, 
^showing that under the influence of the neighbouring magnet it becomes 
jltemporarily magnetized. This process is termed magnetic induction. 
'If the unmagnetized bar is of soft iron the effect will be large while the 
magnet is in the neighbourhood, but will completely , disappear when 
the magnet is removed. Soft iron is therefore said to possess high 
magnetic susceptibility but poor j^tentivitv . On the other hand, if 
tK oar IS oi: steely the effect is small but persists slightly after the 
exciting magnet is removed. Steel therefore possesses low suscepti- 
bility but high retentivity. 

The analogy with electrostatic induction is complete in that the 
attraction of unmagnetized bodies is due to induction. Under the 
inducing field, a pole of opposite sign is temporarily formed at the 
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end closest to the magnet and a pole of the same sign is formed at 
the far end. Owing to the closer proximity of the unlike poles, a net 
attraction occurs between the magnetic substance and the magnet. 

7. Terrestrial Magnetism. 

The directional properties shown by a freely suspended bar magnet 
are due to the presence of a magnetic field associated with the earth. 
The precise cause of the earth’s magnetic field is still uncertain, but 
its properties are conveniently summarized by noting that except for 
local irregularities it is the field which would be expected if a short 
bar magnet were situated at the earth’s centre, and lay so that its 
S-pole pointed not quite N along the earth’s geographical axis. This 



Fig. 5. — Approximation to Earth’s Magnetic Field 


implies a distribution of lines of force as shown in fig. 5. The points 
where the magnetic axis cuts the earth’s surface are termed the magnetic 
poles. 

It will be observed that the lines of force do not in general lie 
parallel to the earth’s surface. If a magnet were freely suspended it 
would therefore be expected to set at an angle to the horizontal. This 
angle is termed the angle of dip, and is characteristic of the magnetic 
field at any place. As we travel from the magnetic equator to the 
magnetic pole, the angle of dip varies from 0^ to 90°. In practice the 
angle of dip is measured with a dip circle, as described in the next 
chapter. The isoclinal lines are imaginary lines drawn over the earth’^ 
surface connecting points of equal dip. They lie parallel to the lines 0 / 
latitude except for local variations. It is clear that the horizontal 
force exerted on a bar magnet as ordinarily suspended, or on a compass 
needle, is only horizontal component JT of a total magnetic intensity 
I which is directed along the angle of dip. It is often convenient to 
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regard I as possessing both the horizontal component H and a vertical 
component F and to make use of the relations 

+ F2 (6.1) 

and tanD (6.2) 

u 

where D is the angle of dip. 

The deviation of a compass needle from the geographical meridian 
at any point is termed the angle of declination at that point. The 
isogonal lines or lines of equal decimation run roughly parallel to the 
geographical lines of longitude but large irregularities are common. 
For example, there is an agonal line of zero declination which forms a 
closed* curve termed the Siberian oval. Such irregularities are usually 
associated with massive ore deposits of magnetic material. Lines 
connecting points of equal H are termed isodynamic lines. 

Apart from the variations in terrestrial magnetic properties across 
the earth’s surface, temporal variations occur of both a regular and an 
irregular nature. For example, records show that tjiere is a cyclic 
variation in the magnetic declination with a complete period of about 
1000 years. Its present value in London is about 14® W., its maximum 
of 24|° W. was reached in 1820, and it is expected to reach zero in 
2139. Superposed on this long-period variation are annual and daily 
variations. The annual variation, which is oppositely directed in the 
northern and southern hemispheres, is about 2J': the maximum 
westerly deviation occurring in the spring and the maximum easterly 
deviation in the autumn. Daily variations are more irregular, but are 
generally to be distinguished from magnetic storms. These give rise to 
large and irregular fluctuations in magnetic intensity and are usually 
quite unpredictable. 

As sources of the earth’s magnetism, the existence of permanent 
magnets in the interior of the earth, of magnetism arising from electric 
currents in the earth’s interior, of effects due to the circrJation of large 
electric currents in the upper atmosphere, and of magnetic influences 
from the sun and other celestial bodies have all been suggested. Little 
agreement has been reached among authorities except as to the in- 
adequacy of the proposed suggestions. 

EXERCISES 

1. Compare and contrast electrification and magnetization. What is 
meant by the statement that the natural unit of magnetism is a dipole? 

2. Define unit magnetic 'pole and strength of a magnetic field. Give a 
brief account of the molecular theory of magnetism. 

3. Write a short essay on terrestrial magnetism. 
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Magnetic Measurements 

1. Magnetie Moment. 

We have seen that experimentally it is impossible to separate 
completely a N-pole and a S-pole and that the natural magnetic ele- 
ment is the dipole rather than the unit pole. Similarly, on a larger 
scale the behaviour of a magnet is characterized by the distance be- 
tween the poles as well as the pole strengths themselves. We shall now 
show that the characteristic quantity is the magnetic moment M, 
which is defined as the product of the pole strength m and the distance 
between the poles 21, that is 

M = 2ml (7.1) 


mH 



Fig. I. — Moment of a Magnet 


If a magnet is freely suspended so as to turn in a horizontal plane, 
it can be seen from fig. 1 that when the displacement from the magnetic 
meridian is 0, there is a restoring couple or momerU G given by 

G =^2Hmlsmd (7.2) 

If the field H is of unit strength and the magnetic axis is at right 
angles to the field so that d = 90"", equation (7.2) becomes 

G=^2rd (7.3) 

Thejnagnetic moment, or moment of the magnet, 2fnl, is thus con- 
nected with a mechanical turning couple or moment. 

45 
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2. Magnetic Law of Force. 

The law of force between two magnetic poles, just as for two electric 
charges, is that of the inverse square. We have seen how a very indirect 
proof is necessary in the electrostatic case, owing to the inevitable 
leakage of charge if a direct proof is attempted. In the magnetic case, 
since separate N- and S-poles cannot be obtained, a proof based upon 
the forces between two dipoles must be devised. It is, however, con- 
venient to note here that since the same law is obeyed as in electro- 
statics, Gauss’s theorem and all the other theorems there derived may 
be taken over directly and applied to the magnetic case. 

For example, magnetic potential at a point in a magnetic field is 
defined as the work done in bringing a unit pole from infinity up to that 
point. Further, its value at a distance r from a point magnetic pole of 
strength m will be 

p = (7.31 

by analogy with (2.7). The lines of force will be radial and the equi- 
potential surfaces concentric spheres. 


Z. Force due to a Magnetic Bipole. 

. Since the dipole is the natural magnetic unit, we require an expres- 
sion for the force due to a magnetic dipole of pole-strength m, separation 
2Z, at a distance r from the centre of the dipole, the line joining the 
point to the centre of the dipole being inclined at $ to the magnetic 
axis. We shall assume that r > 2i!, to simpliJfy the calculation. The 
total magnetic potential at P in fig. 2 is then approximately, from 
equation (7.3), 

V — m ^ m 

(r --’I cosd) (r + J cob9) 

— 27ni! cos 9 

(i-a _ ja (jQg2 0 ^ 



(7.4) 


since r » 

Now by equation (2.8), the force in any direction is equal to the 
derivative of the potential in that direction, with sign changed. Hence 
the force at P directed along r is 


8F^ 2Mco8g 
dr r® 
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In a direction perpendicular to r the force is 

jj, 1 dV M ainO 

^0 


• (7.6) 


and hence the total force at P may be obtained if required from 

(7J) 

At a point on the magnetic axis produced, 0 := 0, hence = 0, 
the force is directed along the axis, and 

m 

r® 




(7.8) 


while for a point on the perpendicular bisector of the axis 6 == 90®, 
hence F^ = 0, the force is directed parallel to the axis and 

M 

( 7 . 9 ) 



For an accurate test of the inverse square law we cannot neglect 
I cos 6 compared with r in the equation preceding (7.4). We shall, how- 
ever, be concerned with only the two symmetrical positions, namely 
on the axis and on the perpendicular bisector of the axis. For th^se 
positions, which are known as the Gauss A and Gauss B positions 
respectively, we have 6 = 0 and 0 = 90®, so for the first position 


dV _ d( M \ _ 2 Mt 
dr dr Vr^ — IV (r^ — 


. ( 7 . 10 ) 


For the second position, which lies equidistant from the N- and S- 
poles, the potential is zero. Applying the inverse-square law, however, 
the force is easily calculated directly: thus 

F Q ^ ^ 


M 

(y2 + i2)8/2 


(7.11) 
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4. The Deflection Magnetometer. 

To test equations (7.8h(7.11) the deflection magnetometer is used* 
As shown in fig. 3, this consists of a short bar magnet to which is attached 
a light aluminium pointer moving over a horizontal circular scale. In 
the most accurate instruments the pointer is replaced by a mirror and 
the system is usually suspended rather than pivoted from below. The 
case enclosing the needle is mounted accurately at the centre of a metre 
scale of some non-magnetic material such as wood, and a short bar 
magnet is placed on the arm of the magnetometer at a suitable dis- 
tance from the suspended needle. Initially the bar magnet is removed 
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Fifif. 3. — Deflection Magnetometer 


and the needle comes to rest under the influence of the earth’s hori- 
zontal component alone. If the Gauss A or md>-on position is to be 
examined, the arms of the magnetometer are rotated until the sus- 
pended magnet lies at right angles to them. On putting the magnet 
in the end-on position, the needle swings through an angle Q which is 
then read. The conditions are as shown in fig. 4, that is, 

J-i = ZI tan = 73 -> approx. (7.12) 



Both ends of the pointer are read, the readings 
are repeated with the magnet reversed, and another 
set is taken with the magnet on the other side of 
the magnetometer. The final value of 0^ is the 
average of the eight readings. 

The arms of the magnetometer are then swung 
through 90® and the magnet placed in the broadside 
or Gauss B position and the new angle observed* 
Hence from equation (7.9) 


f2 = Htan02 = ^, (7.13) 


whence from (7.12) and (7.13) 

tan = 2 tan 9^ (7-14) 

This affords only an approximate test of the inverse square law as we 
have neglected I compared with r. More accurately, we may concen* 
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trate on a series of readings for difEerent values of r in either the Gauss 
A or Gauss B positions. For the latter, 


: H tan 6 ■ 


(^2 ^ ^ 2 ) 3 / 2 ^ 


. . (7.15) 


so that, since M and H are constant, a straight line should be obtained 
if cot 6 is plotted against Now actually the poles of a magnet 

are not situated exactly at its geometrical ends; in fact 21 represents 
the equivalent length of an ideal magnet equal in strength to the actual 
magnet but with ideal point poles. As the quantity I is not known, the 
test of (7.15) is obtained by writing it in the form 

+ (7.16) 


Plotting (cot 0)2/3 against is found to give a straight line in accordance 
with the inverse square law on which the deduction of the formula is 
based. Further, the intercept on the axis when (7.16) is plotted 
gives the square of the equivalent length of the magnet. 


Measurement of M and 

«««- 

Consideration of equations (7.12) and (7.13) shows that they are 
of such a form that even by taking several positions it is impossible 
to determine either M ox H unless the other is known. Some other 
experiment is therefore required. This is obtained by suspending the 
short bar magnet, used on the arm of the deflection magnetometer, 
from a thread of unspun silk and allowing it to undergo torsional 
oscillations under the action of the earth’s horizontal field. From fig. 1, 
the restoring couple for an angle of twist 0 is 

(? = MHsin0 = MH0, .... (7.17) 

if 0 is small. Hence from the treatment in Part I, Chap. IV, section 5, 
the period of oscillation is 

4' I C 7 « = (7.18) 

where I is the moment of inertia of the magnet about the axis of sus- 
pension. In practice the magnet is suspended in a draught-free en- 
closure and oscillations are timed with a stop-clock. The moment of 
inertia is obtained from the mass and hnear dimensions of the magnet." 
Application of (7.18) then gives the product MH and the ratio M/H 
is obtained from experiments in either the Gauss A or Gauss B posi- 
tions. Hence the values of M and H are obtained absolutely. 
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The Oscillation or Vibration Magnetometer. 

An oscillation or vibration magnetometer is a useful device for 
estimating the strengths of the horizontal components of magnetic 
fields. It consists simply of a very short magnet carrying a light alu- 
miniiim pointer symmetrically at right angles and suspended inside a 
small cylindrical glass enclosure. For all positions of the magneto- 
meter M and I remain constant, so that from (7.18) 

oc ^ oc 

where n is the number of oscillations executed in a given time. If H 
varies rapidly from place to place, thp-t is if the field gradient is steep, 
the magnet must be correspondingly small or the field will be difierent 
at the two ends of the magnet. 

7. The Dip Circle. 

The angle of dip which we have discussed in the previous chapter 
is measured with a dip circle, a diagram of which is shown in fig. 6. 
It consists of a compass needle which is initially unmagnetized and 
balanced about a horizontal axis. The needle is then magnetized and 
it is found that it dips at some angle to the horizontal. If the support- 
ing axis is in any arbitrary position the dip observed will not in general 



be the true angle of dip. This is clear from fig. 6, for if the supporting 
axis is at an angle a to the magnetic meridiapj the effective horizontal 
component acting on the dip ne^le is oidy i? * As the axis is rotated, 

therefore, the effective horizontal component varies 
axis m^e magnetic meridian, to zero, when the 

this direction. In this last position the dip needle is under the 
influence of the earth’s vertical component F only, and the dip needle 
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therefore stands vertically. The horizontal axis is itself attached to a 
vertical axis, and the process of setting the dip needle is to locate the 
position when the dip needle stands vertical and then to rotate through 
90° about the vertical axis. The horizontal axis then Ues perpendicular 
to the magnetic meridian and the true angle of dip is registered. 

In using the instrument, it is first levelled with a spirit-level and 



Fig. 6. — Forces on Dip Needle 


then rotated so that the dip needle stands vertical on the circular 
scale which lies in a vertical plane. Rotation through 90° then brings 
the needle into the magnetic meridian and the readings of the two 
ends of the needle are taken. Further operations are: 

(1) The horizontal axis is turned through 180° and a further pair 
of readings is taken. This is to eliminate error due to the zero line of 
the vertical scale not being horizontal (fig. 7a). 




Fig. 7 . — Dip Needle 


(2) The needle is then turned over sideways and four further 
readings are taken. This allows for the magnetic axis of the needle 
not coinciding with the geometrical axis, as shown in fig. 76. 

(3) The needle is removed and remagnetized in the reverse direc- 
tion and the preceding eight readings are repeated. This is to allow for 
the needle not being accurately supported through its C.G. 

The average of the sixteen readings is taken as the angle of dip. 

We consider magnetism further in later chapters after we have 
discussed the magnetic effect of an electric current. 
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EXEECISES 

1. Define (a) the moment of a magnet, (b) the equivalent length of a. 
magnet. 

How may the equivalent length of a bar magnet be determined ? 

2. Upon what evidence may it be assumed that the force between two* 
magnetic poles varies inversely as the square of their distance apart ? 

3. Define the term magnetic potential and calcidate an expression for 
the magnetic potential at a point a distance r from the centre of a short- 
magnet of moment M if the point lies on the magnetic axis produced. 
[MirK] 

4. Describe two experiments by which the moments of two magneta 
may be compared. Which method do you consider to be the better ? 

6. Describe carefully how the total intensity of the earth’s magnetic 
field may be measured absolutely and accurately at any place. 

6. Describe the use of the dip circle. If a dip needle which has been 
correctly set is then slightly displaced and allowed to oscillate it makea 
3 vibrations pet second at one place and 4 vibrations per second at another 
place. Compare the total intensity of the earth’s magnetic field at the 
two places. [9 : 16.] 



CHAPTER VIII 


Elementary Properties of the Electric 
Current 

1. Production of Electric Current, 

An electric current consists of movement of electric charge. In 
solids generally, and in conductors in particular, motion is confined 
to the negative charges or electrons. We have seen in Chap. II that 
a charge moves, if it is free to do so, when a potential difference exists. 
For example, the charged disk of an electrophorus continues to convey 
charge to a conductor until the potential of disk and conductor is the 
same; that is, an electric current flows into the conductor until the 
potential is everywhere the same. Strictly speaking, the charge will 
only flow from the disk to the conductor if the former is negatively 
charged. If it is positively charged, electrons flow from the conductor 
to the disk until, as before, the potentials of the two are the same. Of 
course, the effect is the same as if positive charge had flowed from the 
disk to the conductor, and it is customary to use this description, as 
is quite permissible if it is borne in mind that in reality the flow is that 
of electrons in the reverse direction. 

In electrostatics the flow of current is clearly very temporary, the 
potential being equalized in a very short space of time unless the bodies 
are very poor conductors indeed. The basic problem of current elec- 
tricity is the continuous production of a potential difference so that a 
continuous current may be produced. This can be effected by some 
device such as the Wimshurst machine in which fresh charge is being 
continually generated. It suffers from the disadvantage, however, of 
producing too small a current for the majority of purposes, besides 
being cumbersome and requiring a source of mechanical power to drive 
the machine. Fortunately nature provides a great many ways in which 
a potential difference may be established. We tabulate some of these 
below. Only a few of them are of practical importance, but all are of 
interest in explaining electrical phenomena. 

(1) Percussion , — This is closely allied to the production of elec- 
tricity by friction between two bodies. 

(2) Vibration . — This is simply internal friction in a body as opposed 
to external friction. 
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(3) Disruption and Cleavage . — These are iEurther examples of violent 
friction. 

(4) Crystallization and Solidification. 

(5) Combustion. 

(6) Evaporation. 

(7) Atmospheric Electricity . — The analogy between electric sparks 
between two electrostatic charges at greatly drSering potentials and 
lightning flashes is obvious. Franklin performed classical experiments 
to show that the two phenoruena were identical. A kite flown in the 
clouds yielded abundant sparks between the string and the ground 
in thundery weather, especially if the string was rendered conducting 
by moisture. The function of pointed metal lightning conductors is to 
discharge clouds before they acquire sufficient potential to strike with 



Cold 


dangerous violence. As a source of electricity, atmospheric electricity 
is much too uncontrollable to be of practical importance. 

(8) Pressure . — This is termed piezo-electricity and has important 
applications in the quartz oscillator which has been discussed in Part 
IV, Chap. IV. 

(9) Pyro-electricity . — This is the development of differences of 
potential between different parts of certain crystals when they are 
heated. It is too small to be of use as a source of potential. 

(10) Thermo-electricity . — If two dissimilar metals are joined together 
and one junction is at a higher temperature than the other, a steady 
potential difference is set up and hence a steady current flows around 
the wires which, when connected as in fig. 1, are said to constitute 
an electric circuit. The potential difference is small, but has important 
practical applications, and is discussed fully in Chap. XVII. 

(11) Contact of Dissimilar Metals . — ^The ease with which electrons 
leave a given metal varies from metal to metal: Consequently, when 
two dissimilar metals are joined there is a temporary flow of electrons 
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from one metal to the other. This is said to be due to contact potential 
It is not suitable as a source of electric current, but it must freq[uently 
be taken into account in interpreting electrical phenomena. 

(12) Chemical Action , — ^If a zinc plate and a copper plate are placed 
side by side but not in contact in a dilute solution of sulphuric acid and 
the two plates are joined by a wire outside the solution, a steady current 
flows from one plate to the other. This source of potential difference is 
termed a simple cell. The process is accompanied by the formation of 
zinc sulphate and hydrogen, thus showing that chemical action is accom- 
pnying the electrical phenomena. This process is of great practical 
importance and forms the basis of electric batteries. 

(13) Magneto-electricity . — Whenever a conductor moves so as to 
cut across the lines of force of a magnetic field, a potential difference is 
caused between the ends of tlie conductor. If the conductor forms a 
closed circuit a current will flow round the circuit. This process is the 
most important of all in the practical generation of electric current. 

2. Passage of a Current through Solid Conductors. 

The potential difference which exists between the zinc and copper 
plates, or electrodes, of the simple cell discussed above is not large 
enough to create an appreciable spark when the electrodes are joined 
by a wire. The presence of the current is shown most easily by two 
other distinct effects which it produces. These are the heating effect 
and the magnetic effect. 

If the wire is short and thin it may actually be raised in tempera- 
ture sufi&ciently to glow; otherwise the effect may be shown by wind- 
ing the wire round a thermometer. 

That a steady magnetic field is established in the neighbourhood of 
a current may be shown by the deflection of a compass needle placed 
in the vicinity of the wire. 

A third distinct effect of an electric current is that it will produce 
chemical action when it passes through solutions, though not through 
solids. We discuss this further in Chap. XII. 

The fact that an electric current produces a magnetic field was 
discovered by Oersted. It suggested the connexion between the' hitherto 
unconnected phenomena of electricity and magnetism. The complete 
reciprocity of this connexion was established by Faraday^s discovery 
that motion of a conductor in a magnetic field produces electricity. It 
should be noted that the magnetic field due to electric charge exists 
only while the charge is in motion; and conversely, electric current is 
generated only while the conductor and the field are in relative motion. 

If the electrodes or poles of a simple cell are connected to one of 
the electrometers described in Chap. IV, the existence of a steady 
potential difference between the poles may be established. In particular, 
the copper pole is at a higher potential than the zinc pole. The former 
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is therefore said to be positive and the latter negative. This distinction 
is only relative to the pair of metals concerned. For example, other 
cells may be constructed in which the zinc is positive with respect to 
the second electrode. Before the electronic nature of solid conduction 
was realized^ it was always considered that the electric current flowed 
from regions of high potential to regions of low potential. Conse- 
quently in all literature up to 1900 the current is depicted as flowing 
from the copper to the zinc electrode, whereas in reality the electrons 
which constitute the current are proceeding in the reverse direction. 
Now unfortunately many rules had been established governing, for 
example, the direction of the magnetic field consequent upon a current 
flowing in a particular direction, and all these rules would need to be 
put the other way roxmd if the direction of the current were reversed. 
It is therefore conventionally accepted that in circumstances where the 
electronic nature of the circuit need not be considered, the current 
shall be considered to flow from regions of high potential to regions of 
low potential. Such a distinction is only an academic one since, for 
example, in the highly practical case of radio valves, electronic con- 
siderations are paramoimt. 

3. Unit of Current. 

For the electrostatic (or E.S.) system, since a current consists of 
a flow of electrical charge, no further unit is necessary in fixing the 
unit of current. Unit current on the electrostatic system is that current 
which is present when unit quantity of electricity as defined on the 
E.S. system passes any point in the electric circuit per second. We 
wish, however, in practice to make use of the heating or the magnetic 
effects to define the unit of current. The heatiug effect is unsatisfactory 
since it increases with time and is not easily measured with accmacy. 
It also involves the heat capacity of the wire composing the circuit and 
introduces uncertain corrections due to heat lost by conduction along 
the wire itself. The magnetic effect, however, is stationary with time 
and is independent of the nature of the wke provided it is not of mag- 
netic material. 

Now -we have to make use of a compass needle, or ideally a unit 
magnetic pole, in measuring the intensity of the magnetic field pro- 
duced by the current. We have, however, already defined the unit 
magnetic pole from purely magnetic considerations. The unit of 
current which we shall now define is therefore dependent on the pro- 
perties of the unit magnetic pole, and consequently no simple con- 
nexion ifiight be expected to exist between the unit of current on the 
electromagnetic or E.M. system, and the unit of current on the E.S. 
system. Actually a very fundamental and simple relation does exist 
between the units on the two systems, but this was not realized at the 
time of the formulation of the two systems. It constituted a separate 
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physical deduction of profound significance and led to the discovery of 
-electromagnetic waves and to the electromagnetic theory of light as 
discussed in Chap. XVI. 

The effect on a compass needle was found by Ampere to depend 
on (1) the shape of the conductor carrying the current, (2) the distance 
of the magnet or unit pole from the conductor. Eventually a sym- 
metrical circuit was chosen, and the unit of current of the E.M. system 
is defined as follows: Unit E.M. current is said to flow in a circular 
conductor of unit radius (1 cm.) if a force of 27 t dynes acts on a unit pole 
placed at the centre of the circle. 

Whereas on the E.S. system the unit of charge is defined first and 
the E.S. unit of current derived from it by considering the charge in 
motion, the E.M. unit of charge is derived from the E.M. current as 
first defined above. The unit of charge on the E.M. system is that charge 
which has flowed past a point in a conductor when unit E.M. current 
has been flowing for 1 sec, 

4. Electromagnetic Unit of Potential Difference. 

Just as the E.S. unit of P.D. was defined as that P.D. which exists 
when one erg of work is performed in moving unit E.S. charge through 
that P.D., so unit P.D. will exist on the E.M. system when one erg of 
work is done in moving unit E.M. charge through that P.D. Actually 
it is more usual to speak of unit P.D. maintaining unit E.M. current 
for 1 sec. between the two points but this is clearly the same as con^ 
veying unit E.M. charge. 

5. Electrical Resistance. 

Measurement with an electrometer shows that the potential differ- 
ence between the copper and zinc plates of a simple cell is quite inde- 
pendent of the area of the plates, or their separation. If, however, the 
wire connecting the poles is long and thin, the current as estimated 
from its magnetic effect is much smaller than if the wire is short and 
thick. Similarly, a platinum wire will allow much less current to pass 
than a copper wire of the same dimensions. Materials are therefore 
said to offer a resistance to the passage of an electric current. The 
behaviour of this resistance is closely analogous to the resistance of a 
pipe to the flow of liquid through it. In fact the comparison between 
flow of liquid along a pipe and flow of current along a wire may be 
extended considerably if pressure difference in the former is identified 
with potential difference in the latter. 

For example, we have seen in Part I, Chap. XII, that, provided the 
flow is streamline, the quantity of liquid flowing through a tube per 
second is directly proportional to the pressure difference. In exact 
analogy, for a given wire, the current is directly proportional to the 

( F 985 ) 5 
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potential difference across the wire. This important relation is termed 
Ohm’s law, and is written mathematically 

E 

j = constant — 22, ..... (8.1) 

where E and I are the potential difference and the current respectively, 
and the constant 22 is termed the resistance of the wire. Since the 
units of potential difference and current have already been fixed on 
both the E.S. and E.M. systems, the unit of resistance on both systems 
is fixed automatically from equation (8.1). 

If one material only is considered, and wires of different cross- 
sections and lengths are inserted into a circuit operating at fixed 
potential, it will be found that the current is directly proportional to 
the area of cross-section and inversely proportional to the length of 
the wire. Since from (8.1) the resistance is inversely proportional to- 
the current for a fixed potential, 

R = 2> ( 8 . 2 ) 

where I is the length, A is the area of cross-section assumed uniform, 
and 5 is a constant which depends on the nature of the material of the 
wire. The quantity $ is defined by (8.2) and is termed the specific 
resistance of the material. If the conductor is in the form of a unit 
cube, that is, if Z = 1, .4 = 1, then 5 = 22, or the specific resistance may 
be defined as the resistance of a unit cube of the rmterial. In practice it 
is found that the resistance varies considerably with the temperature 
of the wire, and indeed this property, when reversed, forms the basis 
of the platinum resistance thermometer which is mentioned in Part II, 
Chap. I, and the use of which is described more fully in Chap. XI. 

We shall see in Chaps. XII and XVIII that liquids also obey Ohm’t 
law, but that gases show deviations from the law. The existence of 
these deviations is responsible for many of the most important appli- 
cations of gaseous conduction* 

6. Practical Electrical Units. 

The electrical units based on the E.S. and E.M. systems are either 
too large or too small for practical purposes. Since measurement of 
current is more frequently required than measurement of charge, 
the practical system is linked directly with the E.M. rather than with 
the E.S. system. The E.M. or absolute unit of current is too large for 
practical purposes, and the practical unit or ampere is defined as one- 
tenth the E.M. unit of current. The ampere is also defined from the 
amount of electrochemical action which occurs when the current* 
traverses certain solutions, as discussed in Chap. XII. 
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On the other hand, the E.M. unit of potential difference is much 
too small for practical purposes and the practical unit or volt is defined 
as 10® E.M. units of P.D. Now by Ohm’s law, if the units of current 
and P.D. are fixed, the unit of resistance is automatically fixed. The 
practical unit of resistance is termed the ohm, and from equation (8.1) 

10 ® 

1 ohm = = 10® E.M. units of resistance. 

It is also, of course, equal to 1 volt/1 amp. Since the resistance of a 
given conductor at a given temperature is fixed if the length and area 
of cross-section of the conductor are fixed, standard ohms are available 
consisting of conductors of given material and dimensions. The resis- 
tance of a solid depends to some extent on the drawing and annealing 
of the material as well as upon its nature. It is also very dependent on 
the presence of small quantities of impurities. The choice of material 
for standard ohms is therefore very restricted. Copper and silver 
might be used but are very good conductors and an inconvenient 
length would be required to construct a standard ohm. Platinum is 
more suitable but is again dependent on the previous treatment of the 
specimen. In practice, the liquid metal mercury has been chosen, 
although copies made of platinum and other solids are convenient to 
use if they can be repeatedly calibrated against a mercury standard. 
The standard mercury ohm, sometimes termed the international ohm, is 
the resistance of a column of mercury of length 106*300 cm, and weight 
144521 gm, at 0"^ C, This corresponds to an area of cross-section of 
about 1 mm. 2, but owing to the difficulty of drawing a glass tube con- 
tainer of uniform bore, the standard is preferably specified by the 
weight of mercury present. 

7, Magnetic Field due to a Straight Wire. 

If a long straight wire is arranged to pass vertically through a 
board supporting a piece of drawing paper, the nature of the magnetic 
field due to the current in the wire may be explored with iron filings 
in the usual manner, or with a compass needle, as shown in fig. 2. If 
the current is high and the needle is kept close to the wire the effect 
of the earth’s magnetic field may be neglected, and on tracing the lines 
of force they will be found to consist of concentric circles round the 
wire. The magnetic field F therefore acts in a direction perpendicular 
to the wire and perpendicular to a line joining the point under con- 
sideration to the wire itself. The direction in which the needle sets 
when it is at a considerable distance from the wire, and free to turn in 
a horizontal plane, is therefore the direction of the force R resulting 
from F and H as shown in fig. 3, H being the horizontal component of 
the earth’s field. 
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The direction of the magnetic field due to the current alone, that 
is, the direction in which a free N-pole would be urged, is given by 
certain useful rules of which we select the corkscrew rule. This states 
that if the point of an ordinary right-handed corkscrew is directed 
along the current, a free N-pole would be urged in the direction of 
rotation of the handle of the corkscrew in its forward travel. Reversal 
of the direction of the current reverses the direction of its magnetic 
field but otherwise leaves it unchanged. If the direction of the current 
is upward, at some point due W of the wire a neutral point will occur 
when the fields due to the earth and the current are exactly equal and 



Fig. 2. — Magnetic Field due to Current 
m Straight Wire 


opposite. Again, at points on a N-S line, the inclination 6 to this line at 
which the needle sets will be given by 

tan0 = ‘fy, . (8.3) 

ti 

where I is the magnetic field due to the current in the wire, and H 
is the earth’s horizontal component. Since the latter remains constant, 
F oc tan 0, and hence the variation of F with distance from the wire is 
easily examined. It is found that the force varies inversely as the distance 
from the wire. As we are defining the strength of the current from the 
magnetic effect, the strength of the magnetic field is assumed to be 
directly proportional to the ejiectric current. For a long straight wire, 
the complete relation is shown in Chap. X to be 

^ = y (8.4) 

where i is the current strength in E.M. units. 
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sr Magnetic Field due to a Circular Coil. 

If the previous experiment is repeated using a circular coil in place 
of the long straight wire, the lines of force are found to be as in fig. 4. 
At the centre of the coil the lines of force run perpendicular to the 
plane of the coil. If, therefore, the latter is placed in the magnetic 
meridian, the force due to the current and the earth’s horizontal com- 
ponent are again at right angles, and the tangent of the angle of de- 
flection is again a measure of the force. If the number of turns in the 
coil is increased, the force is found to increase proportionally: the 
force at the centre of the coil is directly proportiorml to the length of the 



circuit present. Again, if coils of different radii are used, the force varies 
inversely as the radius. For a circular coil we therefore have 


F oc 


m 


r 



(8.5) 


where Jc is a constant. Now for n = r — i — 1, F — 27r from the 
definition of unit current. Hence, for a circular coil, 



(8.6) 


For circuits of any shape we require a general theorem in an inte- 
gral form expressing the force at any point distant r from a circuit 
element of length ds. This theorem may be conveniently derived from 
(8.6) ; for if the force varies inversely as r®’ we have for a circular coil 
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(8.7) 



= for the circular coil: hence from (8.7) 

* = 2 . 
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Finally, remembering that the force always acts perpendicular to 
the wire and in a direction at right angles to the perpendicular on to 
the wire, if the line joining the circuit element ds to the point is in- 
clined at an angle d to ds^ the complete general expression is 

F=f~J Sind (8.8) 

9. Action of a Magnetic Field on a Conductor carrying a Current. 

The fact so far observed that the magnetic needle moves while the 
conductor remains stationary is solely due to the light suspension of 
the magnet and the heavy or fixed nature of the conductor. The 
action and reaction between the two must be equal and opposite, and 



Fig. S. — Force on Conductor carrying a Current m a Magnetic Field 

if the conductor is light and free to move it will do so. In fig. 5 is 
shown a copper wire hanging between the poles of a powerful horse- 
shoe magnet. The wire is lightly suspended at the top and dips into a 
pool of mercury at the bottom so as to complete the electrical circuit. 
On switching on the current the wire will move either way according 
to the direction of the current. If the permanent magnetic field and 
the current are situated perpendicular to each other, the wire will 
move in the remaining direction at right angles to the other two. 
Experiment shows that the force is given directly by 

F = HU, 


where H is the strength of the permanent magnetic field, i is the current 
strength, and I is the length of the conductor in the uniform field. If 
the conductor lies at an angle 6 to the field, the force is given generally 
by the equation 


F =s= Hil sin 9, 


. . (8.9) 
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and in accordance with this relation the force is zero if the magnetic 
field and the conductor are parallel to each other. The direction of 
motion of the conductor is given by the left-hand rule, which states that 
if the jForefinger of the left hand points in the direction of the J?ield, 
the middle finger in the direction of the current I, then the thuMb 
gives the direction of Motion. 


10. Electrical Energy Absorbed by Resistance. 

In the passage of a viscous fluid down a tube under a given pressure 
difference, work is done by the viscous friction and is converted into 
heat. The work done is equal to the product of the pressure difference 
and the volume of liquid which has passed. In exact analogy, the 
electrical work done when a wire conveys a current is equal to the 
product of the potential difference (p. 67) and the electrical charge 
which has passed, and this electrical energy is converted into heat 
energy. Thus, if the potential difference and current respectively are 
e, i in E.M. units, and E, I in practical units, then 

W = e{it) ergs = ergs, 

where W is the electrical work done in t sec.; or, if the heat H is 
expressed in calories, since (Part II, Chap. VI) W JH, where J = 
4-2 X ergs/cal., 

= S (8.10) 


This heating is referred to as the Joule heating. Again, since from 
Ohm’s law E = IR, equation (8.10) may be written 


E^t ^PRt 

^ ~ i-2R ~ 1-2 • 


( 8 . 11 ) 


The heating effect is seen to be proportional to the square of the current 
and heat is therefore always evolved, independent of the direction of 
the current. 

Additioml Practical Units . — It has been found convenient to in- 
troduce further units on the practical system. 

The practical unit of quantity of electricity is termed the coulomb, 
and is the quantity of electricity which flows past when 1 amp flows 
for 1 sec. 

The practical unit of dectrical energy is termed the joule, and 

1 joule = 1 volt X 1 coulomb = 1 volt X 1 amp X 1 sec. 

= 10’ ergs. 
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Electrical power or rate of working is the electrical energy expended 
per second; the power P is therefore given by 

El. 

The unit of electrical power, 1 joule per second, is termed the watt: 

I watt = 1 volt X 1 amp. ; 

1 horse-power = 746 watts = 0*746 kilowatt. 


EXERCISES 

1. Discuss the methods available for producing an electric current, 
indicating the practical value or otherwise of the methods described. 

2. State three distinct physical effects accompanying the passage of 
an electric current. Which of these effects is considered to be best suited 
to the definition of unit current, and why? 

3. Define unit current on the electromagnetic system. Hence define 
unit potential difference and unit resistance on the same system. In what 
way are these units related to (a) the practical system, (6) the electrostatic 
system, of units? 

4. Upon what factors does the resistance of a solid conductor depend ? 
Define the specific resistance of a material and indicate how far Ohm’s, 
law is obeyed by solids, liquids and gases. 

5. Sketch the lines of force arising from a current flowing in (a) a 
straight wire, (6) a circular coil, (c) a solenoid. What arrangement will 
produce a uniform magnetic field over a volume of a few cubic centimetres ? 

6. State one rule governing the direction of the magnetic field arising 
from a current flowing in a conductor. State also one rule governing the 
direction of motion of a conductor carrying a current and situated in a 
magnetic field. What determines the magnitude of the force on a con- 
ductor carrying a current and situated in a magnetic field? 

7. Define the ampere, volt, ohm, coulomb, joule and watt. State 
Ohm’s law and compare the heat generated in two wires connected in 
parallel if the first has twice the resistance of the second. [1 : 2.] 
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Galvanometers, Ammeters and Voltmeters 

/ 

1. The Tangent Galvanometer. 

To measure the strength of a current from its magnetic effect an 
instrument is required in which a magnetic needle is suspended at a 
definite distance from a circuit of 
symmetrical shape. Such instru- 
ments are termed galvanometers, 
and one of the simplest is the 
tangent galvanometer shown in 
fig. 1. It consists essentially of a 
small magnet carrying a light 
pointer at right angles (this part of 
the apparatus is identical with the 
deflection magnetometer described 
in Chap. VII), situated at the centre 
of a circular coil of wire which is 
supported rigidly in a vertical plane. 

The radius of the coil must be large 
compared with the dimensions of the suspended magnet, so that the 
latter may be considered to be subject to the magnetic field at the 
centre of the coil. Then from equations (8.6) and (8.3) 

n 27rni rr . /» 

p = If tan (9, 



or expressing the current in amperes, 

/lOHr 


\ 27rn' / 


tan 0. 


(9.1) 


The expression in brackets in (9.1), which is constant for a giveu 
instrument, is termed the galvanometer constant or reduction factor. 
The disadvantages of the instrument are : 

(1) ;It requires setting with the plane of the coil in the magnetic 
meridian; 

(2) It uses a tangent relation and therefore becomes inaccurate at 
angles greater than 70°; 

(3) It is bulky, and the supported needle system is not robust. 
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2. The Astatic Galvanometer. 

The first of these disadvantages is avoided in the astatic galvano- 
meter, a diagram of which is shown in fig. 2. It consists of two short, 
light magnetic needles joined rigidly together by a short light vertical 
rod attached to their centres, the whole being suspended by a torsion 
fibre of phosphor-bronze. The two needles are magnetically oppositely 
directed and each is supplied with a small surrounding coil, the two 
coils being connected in series. Since the needles are oppositely directed 
and are otherwise equal in all respects, the system will set in any 
position, and does not respond directively to the earth’s field. There is 
no simple relation connecting the deflection with the current strength, 
and the instrument needs calibration against some absolute iastru- 
ment such as the tangent galvanometer. The current is proportional 
to the angle of deflection for small deflections. 




2. Sine Galvanometer. 

If the large coil of a tangent galvanometer is supported by a vertical 
axle so that it may be rotated in a vertical plane, it may be used as a 
sine galvanometer. The principle is to rotate the coil until it catches 
up the deflected needle and both needle and coil lie in one common 
plane. The forces acting are shown in fig. 3, whence J? = i? sin 0, and 
hence 



The instrument has the advantage that deflections up to 90° muy be 
used, but the numerical value of the maximum current which may be 
read is clearly equal to the reduction factor of the galvanometer. 
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4. Moving-coii Galvanometer. 

There is a rather low limit to the pole-strength which the suspended 
needle may have if it is not to suffer from self-demagnetization due to 
the proximity of its own poles. Consequently, since the force between 
the magnetic field of the current and the suspended magnet depends 
on the strength of the latter as well as the former, the sensitivity is 
too small when very small currents are to be measured, even if the 
pointer is replaced by a mirror, lamp and scale device. In sensitive 
current measuring instruments, therefore, the roles of magnet and 
conductor are reversed. The magnetic needle is replaced by a powerful 
permanent horse-shoe magnet as shown in fig. 4, and the conductor 




Fig. 5. — Movmg-coil Galvanometer 


carrying the current is in the shape of a circular or rectangular coil 
suspended between the poles of the permanent magnet. 

For a rectangular coil, from the considerations of section 9 of the 
preceding chapter, we have by reference to fig. 5 a force F = HU on 
each vertical side of the rectangle, and zero force on the top and bottom 
sides since these are parallel to the field. The current traverses the 
sides AB and CD in opposite directions, so that the forces on these 
sides are oppositely directed, and a net couple 

G = 2Fl = Hilb = HAi .... (9.3) 

is produced, where A is the area of the rectangle, causing it to rotate 
until an equal and opposite couple c6 is brought into play owing to the 
twist in the suspension. 

We must note, however, that as soon as the coil rotates from its 
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rest position, in which it lies with its area parallel to the field, the 
couple is reduced to HAi cos d, so that 

= HAi cos 6, (9.4) 


where 9 is the inclination of the plane of the coil to the field. The top 
and bottom of the rectangle are also now subject to forces since they 
are inclined to the direction of the field. These forces are, however, 
oppositely directed in a vertical plane and therefore produce no effect 
on the suspended system. If there are n turns of wire in the rectangle, 
the complete expression for the current becomes 


c $ 
nAH * cos 0' 


. (9.5) 



Fig. 6. — Radial Field 


A scale which varied as 0/cos0 would be very inconvenient, and con- 
sequently a device is introduced which reduces the denominator to 
unity for all positions of the coil. This device consists of a soft-iron 
cylinder C, which together with the circular-shaped pole-pieces pro- 
duces a radial field. The coil now lies along the lines of force for all 
values of 6 and consequently, as shown in fig. 6, the couple maintains 
a uniform value of nAiH for all orientations. Equation (9.5) then 
reduces to 

’“(as)* <9;«> 

which gives a linear scale. 

The ordinary direct-current ammeter, shown in fig. 7, is simply a 
moving-coil galvanometer of robust design. The phosphor-bronze 
suspension is replaced by a pivot and the coil is returned to zero by a 
hair-spring. Since an ammeter is introduced into a circuit in series in 
order to measure the current in that circuit, the resistance of the coil 
of the ammeter must be exceedingly small if its introduction is not to 
change the total resistance, and hence the current, in the circuit. This 
low resistance may be effected by using a few turns of good conducting 
wire for the coil. Alternatively, a low resistance shunt may be used. 
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6. The Hot-wire Ammeter. 

In fig. 8 is shown a diagram of the hot-wire ammeter, the action 
of which depends on the thermal expansion of the wire W when it is 
heated by the passage of the electrical current. The slack which results 
from the expansion of the wire W is taken up by the spring S, the 
movement of which rotates the pointer over the scale of the ammeter. 
The instrument requires calibration with one of the absolute current 
measuring instruments. An important advantage of the hot-wire 
ammeter is that since the heat evolved is independent of the direction 
of the current, the instrument will measure alternating current as well 
as direct current. However, the scale of the instrument is not linear, 
since the heating effect is proportional to the square of the current. 





6. Soft Iron Ammeter. 

This ammeter also is suitable for measuring A.C. or D.C. As shown 
in fig. 9, it consists of two soft iron rods lying inside and parallel to the 
axis of a long coil or solenoid. The current to be measured flows through 
the solenoid, and under the influence of the magnetic field produced, 
the soft iron rods become magnetized. One rod is fixed but the 
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other is pivoted, and since the rods acquire the same polarity at 
neighbouring ends, the pivoted rod is repelled by the fixed rod. 
A suitable counterpoise or control spring limits the movement of the 
movable rod, and since the latter is attached to a pointer the current 
is read off directly. On reversal of the current in the solenoid the 
polarity of both rods reverses simultaneously, the repulsion is main- 
tained, and the instrument is therefore suitable for A.C. measurement. 
As with the hot-wire ammeter, the deflection is proportional to the 
square of the current. 

Another modification of the soft iron ammeter is shown in fig. 10^ 
where an eccentrically mounted soft iron core is attracted by the 




magnetic field of the solenoid. The core rotates into the solenoid until 
prevented from doing so by the couple in the hair-spring. 

6. Einthoven String Galvanometer. 

To measure currents of short duration such as occur in condenser 
discharges, the ballistic galvanometer described in Chap. XIII is often 
employed. A simpler instrument is the Einthoven string galvanometer, 
which has the advantage of great rapidity of response so that it is 
especially suited to the measurement of discharges which occur with 
only short time intervals. As shown in fig. 11, it consists of a straight 
wire held in a state of tension and situated perpendicular to the pole- 
pieces of a powerful permanent magnet. When a discharge passes down 
the wire, the latter is urged mechanically at right angles to the field of 
the permanent magnet, but as soon as the discharge has passed the 
wire returns to its original position. The pole pieces of the magnet are 
bored so that a beam of light travels from one through the other and 
throws a shadow of the wire on a screen. When the discharge passes, 
the shadow flicks sideways temporarily, and if the shadow falls on 
sensitive photographic paper which is travelling parallel to the wire 
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or ‘‘ string ”, a succession of discharges gives a succession of kicks 
on a straight base line as shown in fig. 12. The length of the duration 




Screen 


Fig. II. — Emthoven String Galvanometer 


of the kicks can be estimated if the speed of movement of the photo- 
graphic paper is known. The relative magnitude of the discharges is 
shown by the relative height of the kicks. 

— AiUi iMiM Ai 

Fig. 12. — Einthoven Galvanometer Record 



7. Moving-eoil Voltmeter. 

The electrometer described in Chap. IV may be used to measure 
potential difference, but unless the voltage is greater than about 500 
it is difficult to make an electrostatic voltmeter which is both sensitive 
and robust. It is therefore usual to reserve such instruments for high 
potentials, modified ammeters being used for ordinary voltages. The 



Fig. 13. — Movmg-coil Voltmeter 


ordinary moving-coil voltmeter simply consists of a moving-coil 
ammeter with a high resistance fitted in series with the low resistance 
moving-coil. If the potential difference across AB in fig. 13 were 
required, the voltmeter would be ‘connected across AB, that is, in 
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parallel with the conductor. Now it clearly would not do tp connect 
a low resistance ammeter across AB in parallel with the conductor for 
the current would take the path of least resistance and pass through 
the ammeter rather than through the conductor. Hence a resistance is 
included in series with the ammeter and this resistance is as high as is 
consistent with a suitable deflection on the voltmeter scale. The use 
of a high resistance introduces the minimum disturbance into the 
circuit when the voltmeter is introduced, just as the use of a low 
resistance ammeter in series introduces the minimum disturbance when 
a current measurement is required. 

An ammeter may therefore always be used as a voltmeter by the 
inclusion of a separate resistance in series with the moving coil. Some 
voltmeters are made directly with moving coils of large resistance, 
consisting of a large number of turns of fine wire to ensure a high 
sensitivity. Such instruments cannot be used as ammeters since their 
high resistance is a permanent feature of the voltmeter. 

The hot-wire and soft iron ammeters are directly convertible to 
voltmeters by the insertion of resistance in series with the hot wire and 
the solenoid respectively. These instruments are then suitable for 
measuring either alternating or direct voltages. 

The sensitivity of galvanometers generally is defined as the de- 
flection in scale divisions per microamp. Alternatively, the figure of 
merit of a galvanometer is defined as the current inquired to produce 
a deflection of one-scale division. 


EXERCISES 

1. Describe and give the theory of the tangent galvanometer. In what 
way does it differ from the sine galvanometer? 

2. Compare the moving "magnet and moving-coil galvanometers. How 
arc the latter modified to form ammeters ? 

3. Give the theory of the moving-coil galvanometer with a linear scale. 
What are the essentials of a ballistic-coil galvanometer ? 

4. Describe some form of ammeter suitable for measuring alternating 
current. Has the instrument a linear scale ? 

5. What is the essential difference between an ammeter and a volt- 
meter? Describe some instrument suitable for measuring a series of elec- 
trical discharges produced at short time intervals. 
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Magnetic Interactions of the Electric Current 

^ 1. Magnetic Shell. 

We have already considered in Chaps. VIII and IX some elemen- 
tary properties and applications of the magnetic field which accom- 
panies an electric current.. More complicated instances, such as the 
magnetic interactions of two or more coils carrying currents, require 
a more general approach to the problem such as is provided by the 
concept of the magnetic shell. By a series of experiments Ampere 
showed that the magnetic effect produced by a conductor carrying a 
current was the same as that produced by regarding the area enclosed 
by the conductor as a magnetic polar sheet or magnetic shell. The 
magnetic moment per unit area or strength of such a shell is commonly 
represented by cr, and the total magnetic moment of the shell in fig. 1 



Fig. I . — Magnetic Shell Fig. 2. — Potential due to Magnetic Shell 


is aA, where A is the area bounded by the conductor. By equation, 
{7.4) the magnetic potential at the point P in fig. 2 due to a small 
element of area 8A of the shell is 

(lo.i) 

where 0 is the angle between OP (== ^*) and the normal ON to th^ shell 

at 0. 


( F 985 ) 
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Now if doj is the solid angle subtended at P by the area SA, by 
definition dco = SA coa O/r^. Hence equation (10.1) becomes 

fdV da,, 

and the total magnetic potential at P becomes 

F = a£i, (10.2) 

where £i is the whole solid angle subtended by the conductor at P. 


2. Helmholtz Coils. 

We have derived from elementary considerations in Chap. VIII 
an expression for the force at the centre of a circular conductor. We 
now require a more general expression for the force at any point on 
the axis perpendicular to the plane of the circular coil. The solid 
angle subtended at the point P, at distance x from the centre of the 
coil, is A where r is the radius of a sphere with centre P as shown in 
fig. 3, and A is the area of the cap DCB. Since the surface area of the 
cap is equal to that of a circumscribing cylinder of height h equal to 
that of the cap, 

A = 27Trh = 2iTr(r — x), 

and Q = 27rr(r — x)It^ ^27t (l — 


The magnetic potential at P is therefore, from (10.2), 

7 - 27r0 (l - . . 

Now r® = hence 


(10.3) 


7 = 27ra{ 


1 




}. ... (10.4) 


The magnetic force P at P is from symmetry directed along the axis 
and hence 

. ( 10 . 6 ) 


F = - 


dx + ■ ‘ 


Sjquation (10,6) must reduce to (8.6) when x = 0, that is at the centre 
ofvthe coil 



a a 

and hence a = i, or the strength of the shell is equal to the current in the 
coifdwdor. 
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HelmhoUz*s Arrangement . — Let two equal coils be mounted coaxi- 
ally as in fig. 4, the currents being in such directions that the magnetic 
fields assist each other. The object of the arrangement is to obtain as 
uniform a field as possible near the point midway between the coils; 
this is achieved by proper choice of the distance 26 between them. 

Now, by (10.5), the force F at distance x from the mid-point is 

F = 27TaH [{a^ + (6 + {a^ -f (6 - 


D 



Fig. 3. — Magnetic Force on Axis 
of Circular Coil 



The field gradient is dFjdx, and this changes very slowly if d^Fjdx^ = 
0, when x = 0. 

By carrying out the differentiations, it is easily found that 26 = a, 
or the separation of the coils is equal to their radius, as shown in fig. 4. 

8. Field of a Solenoid. 

The magnetic field at any point on the axis of a solenoid may be 
calculated by considering the solenoid to consist of a series of plane 
circular coils and integrating the total effect of all the coils. Referring 



Fig. 5. — Field of a Solenoid 


to fig. 5, the strength of the field at P due to the coil of elementary 
length da:, if t is the current per unit length, is 


dF = 




( 10 . 8 ) 
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Now rdO^^dx.Bm 9, as shown in fig. 6. Hence 

jj. 27TaH rdB 
"^(a^^ + a^psine* 


. . (10.9) 


Since {x^ +a2) = and a == r sin0, substituting in equation (10.9) we 
have 


F^27rif\m0de (10.10) 

= 27ri |”— cosflj^ (10.11) 



If the solenoid contains n turns per unit length, 

F = 27Tm(cos0i •— cosffg) (10.12) 


For an infinitely long solenoid = 0 and = tt, 

(10.12) 

F = 47Tm. . . . , 


and hence from 
. . (10.13) 


4. Work done in taking a Unit Pole round a Current. 

If we consider a point close to the surface of a magnetic shell, 
from equation (10.2) the magnetic potential at P^ is given by iQ., 
where i is the current in the conductor to which the shell is equivalent, 
and Q is the solid angle subtended by the conductor at P^. Suppose 
now that the unit pole is taken once round any closed path encircling 
the current and brought back from the other side to a point P 2 in- 
finitely close to P^. Then the solid angle subtended by the equivalent 
magnetic shell at P 2 is (ii — 47r) and the magnetic potential of this 
point is therefore a(0 — 4-77) — i(0 — 47r). If we make P 2 coincide 
with Px in the limit, the change in magnetic potential which occurs in 
carrying a unit pole round a current is clearly 

F = — i(Q — 47t) = 4771, 


or the work done in taking a unit pole once round a current by any 
closed path is 477 times the current encircled. If the strength of the 
magnetic field at any point is H and the unit pole is taken an infinitesi- 
mally small distance ds^ the work done in this short element of path 
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is H ds. Hence the total work done, or line integral of the magnetic 
field, or the magnetomotive force involved in once encircling a current 
is 

M.M.F. ^jHds=V = ini. . . . (10.14) 

5. Applications of the Work Theorem. 

(i) Infinite Straight Wire, 

If the field is jET at a point a distance r from the wire, the work done 
in once encircling the wire and returning to the initial position is 

W = force X distance 
= H . ^Ttr == 47ri 

by equation (10.14). 

Hence ^ = ~ 



Fig. 7. — Field for Wire of Finite Thickness 

We note that if the wire is replaced by a tube there is no field 
inside the tube, since no current is encircled by a closed curve entirely 
within the tube. Similarly if the conductor is a wire of finite thickness, 
the only contribution to the magnetic field at a point inside the wire is 
due to current flowing nearer to the axis than the point under con- 
sideration. If p represents the current density per unit area of the 
conductor of radius a, and the point is situated a distance r from the 
axis, the field is 

9 9ri 

F=~(iTr^p),==27rrp = ^j, . . . (10.16) 

r a^ 

since the whole current i — rra^p. From equation (10.16), therefore, the 
field increases proportionally to the distance from the axis reaching a 
maximum value of 2ila at the surface of the conductor and then falling 
inversely as the distance for points external to the wire, as shown in 
fig. 7. 
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(ii) Endless Solenoid or Anchor Ring. 

If the magnetic field is jP in the endless solenoid or anchor ring 
shown in fig. 8, the work done in one complete revolution of a unit 
pole is 

W == 2rtr . F — inl^irrni) 

by the work theorem, if n is the number of turns per unit length of the 
solenoid and r is the mean radius of the ring. Hence 

F = 47mi, (10.17) 



Fig. 8. — Field of an Endless Solenoid 


which shows that the field is independent both of the radius and the 
thickness of the ring. 


6. Force Between Currents. 

(i) Two Infinite Parallel Straight Conductors. 

The force on a unit pole (i.e. the magnetic field) at a distance r 
from an infinite straight wire carrying a cmrent i is from equation 
(10.15) F = 2iilr, and this force is at right angles to the plane con- 
taining the wire and the pole. Hence, by Chap. VIII, section 9, the 
mechanical force on unit length of a second wire parallel to the first, 
at distance r from it, and carrying a current fj, is 

(10.18) 

r 

The force is perpendicular to both wires, and is an attraction if the 
currents are in the same direction. 
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(ii) Two Coaxial Coils, 

By applying the principles which we have already considered, the 
force between two coaxial coils may be obtained. In general, the 
expressions obtained r " complicated and only approximate. For the 
special case where rg, the force may be shown to be 


{r^ + 


X, 


(10.19) 


where % and ig are the currents through the two coils of radii and 
respectively and x is the distance between them. The expression has 
a maximum when x = 


7. Kelvin Current Balance. 

In fig, 9 is shown the essential part of the Kelvin current balance, 
which is an instrument designed to operate from the magnetic force of 
interaction of coaxial coils. It consists of four fixed coils arranged at 



the corners of a rectangle, with two similar coils attached to the arms 
of a centrally pivoted horizontal lever. The coils are arranged in series 
and the current circulates in such a direction that one cod is urged 
upwards and the other downwards. To restore the balance of the 
lever, a small rider is slid along the graduated lever arm. The expres- 
sion for the forces between the coils cannot be calculated with sufficient 
accuracy, so the instrument has to be calibrated witJb. some instru- 
ment such as the silver voltameter. If the rider has to be displaced 
a distance d to obtain equdibrium when the current changes by i, the 
couple is proportional to 

M^i^ ( 10 . 20 ) 

since the force between the cods is proportional to the current in both 
the fixed- and moving-coil systems. The lever is therefore graduated 
with a current scale obeying a square root law. 
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8. Kelvin Watt Balance. 

The coils of the Kelvin current balance must all be of low resistance, 
since they are connected in series and in series with the circuit in 
which the current is to be measured. In the Kelvin watt balance, the 
outward appearance of the instrument is the same. The two moving 
coils, however, are now of high resistance, and only the four fixed coils 
have a low resistance. The current \ in the main circuit flows through 
the fixed low resistance coils as shown in fig. 10, but the current in the 
high resistance coils is obtained by connecting them in parallel with 
the system whose power absorption is required. The current in the 
high resistance coils is proportional to the potential difference E across. 



Fig. 10. — Kelvin Watt Balance 


them, and hence the force F on the moving coils is a measure of the 
power W absorbed, for we have 

= Ei-j^ = k F = Ic d/, 

where R is the resistance of the moving coils, and k, k* and ¥ are 
constants. A linear scale is thus obtained between the displacement d 
of the rider and the power absorbed. 

9. Siemens Electrodynamometer. 

As shown in fig. 11, this instrument consists of two coils mounted 
in a vertical plane, one coil being fixed and the other free to move 
about a vertical axis which lies along a common diameter of the coils. 
In the zero position the coils are perpendicular to each other, but 
under the action of a common current i the movable coil tends to* 
parallelism with the other until returned to the petpendicular position. 
by twist applied to the torsion head. Then we have 

Couple oc 0 oc 

or i = (10.21) 
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so that the instrument acts as a current balance with a square-root 
torsion scale. The dynamometer may easily be modified for use as a 
wattmeter by inserting a high resistance in series with one of the coils 
and connecting this high resistance arrangement in parallel with the 
system whose power absorption is required. The other low resistance 
coil is, of course, placed in series with the system and takes its common 
current i. If is the current through the high resistance circuit, this* 



is proportional to the potential difference E across it. Hence if W is:^ 
the power absorbed, 

Jci^i = k'e, 

where k and k' are constants. The torsion head therefore gives a linear 
scale with respect to power absorbed (wattage). 


EXERCISES 

1. Explain the concept of the magnetic shell and use it to find the 
strength of the magnetic field at a point on the axis of a solenoid carrying 
a current. 

2. Prove that the work done in conveying a unit pole once round a 
current is in times the current encircled. Apply this theorem to find the 
strength of the magnetic field inside an endless solenoid or anchor ring. 

3. Describe the Kelvin current balance. In what essential features, 
does it differ from the watt balance ? 
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Measurement of Resistance and Potential 
/ 

1. Resistances in Series and in Parallel. 

If resistances are connected in series, the total resistance is equal to 
the sum of the individual resistances. With reference to fig. 1 we have, 
if E represents the total fall in potential between A and D, 

E^E^ + E^ + E^^IR, . . . ( 11 . 1 ) 
_ £ 



where R is the equivalent resistance. For the separate resistances, 
however, we have, by application of Ohm’s law, 

E^ == 

E^ = Zi?2, (11.2) 

E^ = IR^* 

Hence, adding, 

-El + ^2 + ^3 = + ^2 + -Sa), . . (11.3) 

and, equating (11.1) and (11.3), 

-h JBg + jBs (11.4) 

If the resistances are connected in jfarallel, the total resistance is such 
that its reciprocal is equal to the sum of the reciprocals of the individual 
resistances. From fig. 2 we have, on application of Ohm’s law, 

E^lR^l^R^^I^R^^IJ[t^. . . . (11.5) 
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Now I = 

~ -h /g + /g, 

or, from (11.5), 

E 


R~ 

= ^7 + 5^ + ^’ 


It Ri^ R2^ 1^3 


( 11 . 6 ) 



Fig. 2 . — Resistances in Parallel 

2. Currents in Divided Circuits. 

We shall now calculate the currents in a circuit divided into two 
branches, as shown in fig. 3. Let the main current I divide into 
through Ri and /g through jf? 2 - Then, since the total current is un- 
changed, 

I==Ii + h ( 11 . 7 ) 



Application of Ohm’s law to first one resistance and then the other 
gives 

E^I^R^^I^R^ ( 11 . 8 ) 
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Henfee, from (11.7) and (11.8), 


and 




= / 


= Z 


(J?i + JSg)’ 

{Ri+R^y 


(11.9) 


in such a circuit, therefore, the current divides inversely as tho 
sum of the resistances and directly as the other resistance. 


3. Currents in any Network: KirchhQf£ !a«>Xawa, 

The magnitude of the current in any portion of a network, and the 
potential difference acting between any two parts of the network, are 
readily derived by the application of Kirchhoff’s laws. The first law 
states that the sum of the currents arriving at any point equals the sum 
of the currents leaving that point) or, in algebraic form, 

S/ = 0 (11.10) 

This law is a statement of the experimental fact that there is na 
accumulation of charge at any point in a complete electrical circuit. 
It corresponds exactly to the equation of continuity of a perfectly in- 
compressible fluid, mentioned in Part I. 

Kirchhoff’s second law is simply Ohm’s law applied to closed net- 
works or closed portions of networks. It states that the algebraic smn 
of the potential differences acting around separate portions of a closed 
network is equal to zero, that is 

S(JS -- ZiS) = 0, (11.11) 

where E represents the potential difference arising from batteries 
present and IR that from the operation of Ohm’s law. The combination 
of (11.10) and (11.11), which we have already used in a simple manner 
in deriving expressions in sections 1 and 2 of this chapter, is sufficient 
to solve completely any problem concerning the distribution of steady 
currents in networks. 


4. Approximate Resistance Measurements. 

Perhaps the simplest way of measuring the resistance of a wire is 
to connect it in series with an ammeter and a cell and place a voltmeter 
across the resistance as shown in fig. 4. Then application of Ohm’s 
law gives R^Ejl, where E is the reading on the voltmeter and 1 
that on the ammeter. The result can only be approximately correct, 
because when the voltmeter is placed in parallel with the resistance 
alone as in fig. 4, the current 1 registered by the ammeter is only par- 
tially going through the resistance, part going through the voltmeter 
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itself. Strictly Ohm’s law would require R = E/I^^ where is the 
current in the resistance. If, however, /r is determined by placing the 
voltmeter across the ammeter and resistance together as in fig. 5, the 



Fig. 4. — Approximate Measurement of Resistance 


voltage E is now no longer that across the resistance alone but across 
n-mmeter and resistance together. However, the lower the resistance of 
the ammeter and the higher the resistance of the voltmeter, the more 
a^ccurate the result, and if an electrostatic voltmeter is used, an accurate 



Fig. 5. — Approximate Measurement of Resistance 

value for the resistance may be obtained, since the electrostatic volt- 
meter takes no current. 

If a resistance box containing known resistances is available, the 
method of substitution affords a simple means of determining an unknown 
resistance. A tangent galvanometer, a cell and the resistance box are 



Fig. 6. — Use of Resistance Box 

connected in series as in fig. 6, and a graph is obtained of R against 
cots. From the equation I == A;tanS and by Ohm’s law we have, if E 
is the voltage of the cell and r its internal resistance (see p. 94), 

£ = Z(B + (? + r), . . . . (11.12) 

where G is the resistance of the galvanometer coil. Hence 


. . (11.13) 
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where = Eflc = constant. Since 0 and r remain constant a straight- 
line graph will be obtained, the intercept of which on the resistance 
axis gives the combined resistances of galvanometer and battery. To 
find the value of an unknown resistance, the latter is simply inserted 
in place of the resistance box and, when the deflection has been noted, 
reference to the already obtained R cot 0 graph gives the value of the 
unknown resistance. 


5. Wheatstone Bridge. 

Very accurate values of resistance may be obtained with a special 
arrangement of resistances termed the Wheatstone bridge or net» As 
shown in fig. 7, this consists of three known resistances P, Q and R 
and the unknown resistance Z, connected to form the four sides of a 
quadrilateral. A battery is connected across the junction of P and R 



and the junction of Q and Z, while a galvanometer connected across 
the junctions (P~Q) and (P-Z) completes the symmetry of the circuit. 
In general P and Q, which are said to constitute the ratio arms, may be 
varied within the simple limits P==Q, P = 10§orP = 100§ respec- 
tively. The relation is reciprocal, that is Q may be made equal to 10 P 
or 100 P; the basic value when P = Q is usually 10 ohms. The resis- 
tance R is variable over a wide range usually from 1 ohm to several 
thousand ohms. Any sensitive galvanometer is suitable. 

The action of the instrument depends on the adjustment of the 
value of R until there is no deflection in the galvanometer. This null 
condition is realized when no current flows in the galvanometer, that 
is, when the potential of B equals the potential of D. From fig. 7 we 
have 


and 


= hP, 


(11.14) 


Now the potential of A is common to both P and P, and if no current 
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flows in the galvanometer, the potentials of B and D are equal. Hence 


and therefore, from (11.14), 

IJP = I JR. . . 

Similarly for the resistances Q and X, 

F — F 

and hence I^Q = I^X. . , 

Hence, finally from (11.15) and (11.16) we have 

Q _X 
P 


,(11.15) 


. . (11.16) 

. . (11.17) 


from which X is easily determined if P, Q and R are known. 

In using the bridge, the resistance R is changed until ideally the 
galvanometer shows no deflection. In practice, for values of R slightly 
greater than a certain amount the galvanometer will generally show a 
small deflection in one direction, while for values of R slightly less than 
the same amount, the galvanometer will be deflected in the reverse 
direction. In general, R can be varied by steps of one ohm or larger 
so that the value of X can be found only within a certain accuracy. 
If the ratio arms are equal, so that P = Q, from (11.17) P — X for a 
balance to be obtained, so X will usually lie somewhere between two 
integral values of R differing by 1 ohm. 

When an approximate value for X has been obtained as above, the 
ratio arms are changed so that P = 10 Q. The value of P, which now 
gives a balance, is from (11.17) equal to lOX. Hence the accuracy of 
determination of X is carried to one-tenth of an ohm. By further 
increasing the ratio to P = 100 Q, the value of P = 100 Z, and X is 
determined to one-hundredth of an ohm. Of course, the value of 
X must be such that the resistances available for P in the given instru- 
ment are sufficient to cover the range P = 100 Z, or alternatively P = 
Z/100 if the ratio arms are reversed. Theoretically by having greater 
ratio arms the accuracy could be extended indefinitely, but in practice 
the introduction of very large resistances reduces the current in the 
circuit to such an extent that the galvanometer sensitivity becomes 
insufficient to respond to small charges in P, and a natural limit Is 
thereby set to the accuracy obtainable. 

6. Post Office Box and Metre Bridge. 

The Wheatstone bridge is available in many different forms, two 
of which are the Post Office box and the metre bri^e. The former, which 
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is shown diagraimnatically in fig. 8, is fitted with two tapping keys 
which are situated in the battery and galvanometer circuits respectively. 
Incidentally, the bridge is symmetrical in that the battery and galvano- 
meter may be interchanged without afiecting the balance point. Owing 
to the existence of electromagnetic induction (see Chap. XIII), the 
battery circuit should be closed before the galvanometer ckcuit, so 
that steady current conditions are already established in the circuit. 
The resistances in the box are usually non-inductively wound so as to 
reduce induction effects to a minimum. In any case, it is the final 
eteady deflection of the galvanometer which is observed and not any 
temporary kick which may occur when the keys are depressed. Since 
resistance varies with temperature, only small currents are permis- 



Fig. 8. — Post Office Box 


sible and boxes are usually rated at a definite maximum current which 
can be carried with safety. This should on no account be exceeded or 
the resistances may be permanently damaged and acquire values 
diff^ing from their nominal amounts. 

vThe metre bridge or slide-wire bridge was devised to allow a con- 
tinuous change in the value of the resistances instead of only integral 
values such as the Post Office box affords. As shown in fig. 9(a), it con- 
sists of a rectangular board to which is attached a metre rule, stretched 
beside which is a wire about a metre long. The wire is made of some 
resistance material, such as Eureka alloy, so that the whole wire has 
a resistance of about 1 ohm. The ends of the wire are soldered to ter- 
minals which are in turn connected to stout copper strips of negligible 
resistance. These strips are provided with two gaps in which are in- 
serted a known resistance R and the unknown resistance X respectively. 
A third copper strip joins R and X, and a third terminal is attached to 
the centre of this strip. This terminal is joined by a wire to a galvano- 
meter, the other lead of which goes to a metal slider or jockey which 
slides along the bare wire of the metre bridge. The battery is joined 
to the extremities of the bridge wire, and the whole constitutes the 
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usual Wheatstone quadrilateral. A balance is obtained by sliding the 
jockey until no deflection is shown in the galvanometer. If the two 
resistances into which the bridge wire is then divided are and 
we have by (11.17) 


Ri __R 
Ik" X 


(11.18) 



The wire is assumed to be of uniform cross-section ; hence the resistance 
of any portion of it is proportional to the length. Therefore oc 
and R^ oc whence from (11.18) 

(11.19) 



Fig. 9 (6). — Carey Foster Bridge 


Since readings of k h ^^7 taken to a fraction of a millimetre, 
good accuracy is obtainable in the value of X if JK is chosen to be nearly 
equal to X. If is very different from X, k ^ different from k 
and the ratio k/k becomes very susceptible to error. 

The Carey Foster bridge, a diagram of which is shown in fig. 9 (6), 
is a modification of the metre bridge to allow the accurate comparison 
of two nearly equal resistances R and S. From the diagram, if a balance 
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occxirs when the jockey is 0 from one end of the bridge of total length 
L and resistance per unit length p, we have 

P _ R + pG 
Q~^'S + p{L^Gy 

The resistances R and S are now interchanged, a new balance 
point is found at Zgj and as before we have 

S + pl^ 

Q R p{L — I 2 ) 

Hence, equating the two preceding expressions, adding unity to both 
sides of the equation and cancelling the numerators which then be- 
come identical, we have 

R^S=^p(l^-- G). 

To find p, we put /S == 0, whereupon p is obtained in terms of R. 

7. Approximate Measurement of Potential. 

The electrostatic voltmeter is the ideal instrument, since it takes no- 
current from the circuit and therefore leaves undisturbed the circuit 
to which it is applied. It is, however, insensitive for potentials less 
than about 600 volts. The ordinary moving-coil voltmeter is fairly 
satisfactory if its resistance is high, but clearly it will cause great dis- 
turbance if it is introduced across a circuit in which resistances of 
several thousand ohms are present. The potentiometer is a device which 
allows the measurement of potential without taking any current from 
the system. 

8. The Potentiometer. 

In construction, the potentiometer is identical with thp metre 
bridge, which is often used as a potentiometer, except that the resis- 
tances R and X are omitted, these spaces being left unoccupied. The 
instrument therefore consists, in its simplest form, of a wire stretched 
beside a metre scale and connected to a steady supply battery such as 
an accumulator (see Chap. XII) as shown in fig. 10. The potentio- 
meter will only compare voltages (potential differences, electromotive 
forces), that is, a standard voltage is first necessary to calibrate the 
potentiometer wire. Such a standard voltage is provided by the E,M.F. 
of a standard cell (see p. 108); we denote this by The positive pole 
of the standard cell is connected to that end of the potentiometer wiro 
to which is attached the positive pole of the accumulator. The negative 
pole of the standard cell is coimected through a sensitive galvanometer 
to a jockey sliding on the potentiometer wire. 

Now at certain positions of the jockey it will be found that tho 
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galvanometer shows no deflection. This means that the drop in potential 
between the common point A and the point of contact C of the jockey, 
due to the current supplied from the accumulator to the bridge wire, is 
exactly equal to the potential between the poles of the standard cell; 
the E.M.F. of a cell being by definition the potential between its poles 
when no current is flowing through the cell. Since the wire is uniform, 
the drop E in potential across any length I is known by simple ratio, 


E_l 


(11.20) 


where 1^ is the distance AC. 

To determine any other potential, therefore, the source to be 
measured simply replaces the standard cell and the new balance point 



Fig. lo. — Potentiometer 


is obtained. To avoid errors due to fluctuations in the voltage of the 
accumulator, it is usual to have a two-way switch included in the 
circuit so that readings of the balance points for E and E^ may be 
taken alternately at regular intervals and an average result obtained. 
The voltage to be measured must not exceed that of the accumulator; 
otherwise no balance point will be found anywhere along the wire. To 
overcome this difficulty it is not usually sufficient to increase the 
number of accumulators since a prohibitively large current may be 
produced in the slide wire. Conversely, very small potentials could not 
be measured accurately if the standard voltage drop had its ordinary 
value of 2 volts per 100 cm. of potentiometer wire. These difficulties 
are overcome by the use of auxiliary resistances in series with the slide 
wire of the potentiometer, and commercial potentiometers are avail- 
able for measuring potentials over a very wide range. 

If the potential to be measured is, say, between 99 and 100 volts, 
an auxiliary resistance B of some value such as 98 ohms is included in 
series with the wire as shown in fig. 11. The resistance of the bridge 
wire itself must have been accurately ‘determined simply by inserting 
it in one arm of a Wheatstone bridge in the usual fashion. If we assume 
for simplicity that its resistance is 2 ohms, a steady applied voltage 




92 


RESISTANCE AND POTENTIAL 


[Chap. 

E, which must be somewhat greater than 100 volts, would produce a 
current of j&yiOO amps and consequently a drop in potential of ^^/50 
volts down the wire. The value of jS/50 is easily determined by 
connecting a standard cell to the bridge wire but not across the auxi- 
liary resistance; for 

E/60 ” 100’ 
or 

'"■2'' 

The standard cell is now replaced by the unknown potential difference, 
which, however, is connected across the auxiliary resistance as well as 

£c^l00\^olts 



across the bridge wire. If the balance point occurs at some point we 
have, by reference to fig. 11, 

E^ = IR 

■ ■ ■ ■ 

whence, from (11.21) and (11.22), 

®. = “t(“ + 5-o) 

If the potential to be measured is of the order of millivolts or micro- 
volts, as when thermoelectric potentials (see Chap. XVIII) are under 
consideration, the auxiliary resistance is raised to some suitable value, 
such that when a 2-volt accumulator is connected across auxiliary 
resistance and bridge wire the potential drop across the latter is of the 
order of several millivolts or microvolts. The actual method of pro- 
cedure. in this case is described in Chap. XVII. 
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9. Measurement of Current and Resistance with a Potentiometer, 

A potentiometer will only compare potentials, but since, by Ohm’s 
law, a current may be estimated by the potential which is required to 
drive it through a known resis- 
tance, the indirect measurement of 
current may be carried out with 
great accuracy with the potentio- 
meter. Referring to fig. 12, a small 
known resistance R is inserted in 
the circuit carrying the current I 
whose value is required, and the 
ends of R are then connected to 
the potentiometer, in place of the 
normal standard cell. If the po- 
tentiometer wire has been calibrated 

with a standard cell we have Fig. 13. — Measurement of Current 

is"" V 

whence I ^ (11.24) 

li La 



Fig. 13. — Comparison of Resistances 


Two resistances and JBg ^^7 accurately compared by com- 
paring the potentials Ei and developed across them when they are 
carrying a common current, as in fig. 13. If balances are obtained for 
len^hs li and I 2 when the ends of first and then R^ are connected 
to the potentiometer, then 

El IRj^ /j! 



. . (11.26) 
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10. Measurement of the Internal Resistance of a Battery. 

If the poles of a battery are joined by a short thick wire of negli- 
gible resistance, the current which results, although large, does not 
rise to infinity as it should according to Ohm’s law, where I = EjR 
and R has been made equal to zero. This is because the electric current 
which flows from one pole of the battery to the other does not stop 
when it reaches the negative pole. On the contrary, the passage of an 
electric current is more correctly described as the circulation of electric 
current. The current circulates right round the circuit back through 
the liquid in the cell from the negative to the positive plate. Now this 
liquid conductor also has a resistance, which is called the internal 
resistance r of the battery. If the external resistance of the circuit is 
2?, the current round the circuit is, by Ohm’s law, given by = 
Hence if 2? = 0, / = £'//, i.e. the current has a finite 
limiting value depending on the internal resistance of the battery. 
Further, the potential difference available for the external circuit 
varies with the external resistance or load. Thus, for an external resis- 
tance JS, this potential difference V is by Ohm’s law 



If, therefore, the external resistance and internal resistance were equal, 
that is J? = r, from (11.26) 

F - Eft, 

or the available external potential difference is only half the maximum 
potential difference which the cell can deliver, the other half being 
used to drive the current through the cell itself. 

The total potential difference of which a cell is capable is termed 
the electromotive force (E.M.F.) of the cell, on the analogy that a force 
is necessary to drive a current through a resistance. The term is in 
common use, but in some respects is unfortunate since it is actually 
simply the maximum potential difference available. It is therefore 
measured in energy or work done per unit charge conveyed, and not 
in force units as the name would imply. 

11. Platinum Besistai^ce Thermometer. 

As an example of the practical application of the Wheatstone 
bridge circuit we shall now describe its use in conjunction with the 
platinum resistance thermometer for temperature measurement. This 
thermometer when used for the measurement of high temperatures 
consists of a spiral of platinum wire wound on a mica former and in- 
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sorted in a silica tube, as shown in fig. 14. The leads from the thermo- 
meter are connected to one arm of the Wheatstone bridge which 
incorporates a slide wire MO. The ratio arms are represented by 
P and Qj and these are generally arranged to be equal. The balance 
arm contains a suitable resistance R approximately equal to the resis- 
tance of the thermometer. Included in the balance arm are a pair of 
dummy leads identical in size, position and resistance with the leads 
which go to the platinum resistance thermometer. Let the resistance 
of the thermometer be T and let the resistance of MN be X, where 



N is the mid-point of MO. Then if p is the resistance per centimetre 
of MN and the resistance of the leads m since P := Q we have 

4" + (^ — Ip) = T -\r' (X Ip) 

where a balance occurs I cm, from the centre of MO. Hence 

T = R- 2lp, 

Owing to the passage of current through T even in the balance 
position, a certain rise in temperature occurs in the thermometer 
quite apart from that due to the heat supply in which it is inserted. 
To obtain the resistance for zero current an ammeter is inserted in the 
battery circuit, and a curve is plotted of T against I. This curve may 
be extrapolated to zero as shown in fig, 15 and hence the value of T 
for zero current may be estimated. 

To deduce the relation between the temperature as measured on 
the resistance scale and that which would be found on the "gas scale, 
we may note that Callendar found on placing a platinum resistance 
thermometer inside a gas thermometer that the resistance-tempera- 
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tiire variation over a range of a few hundred degrees from 0° C. waa 
given by 

Rt:=R,{l + at + pt% .... (11.27) 


where t is measured on the gas thermometer and Rt and Rq are tho 
resistances at t and 0° C. respectively. The quantities a and ^ are 
constants depending on the nature of the metal. 

Now from the definition of temperature on the Centigrade scal^ 
(see Part II), the temperature on the platinum resistance scale is 


f ^ 

i/100(iiioo -So) 


(11.28) 



Fig. 15. Extrapolation for Zero Current 


Substituting for Rt from (11.27) in (11.28) we have 

t — 4 - 

~ (a + lOOjS) 

We express (11.29) in the form of a difference correction thus: 
^«^"(a + 100j8)H^ 

\i / * 

whence 


loo)’ 


(a + lOOjS) 


(11.29) 

(11.30) 
(11.30) 


where A = — 10*^/(a + 100/3) = constant. 

We note that if the variation of resistance with gas-scale temperature 
had been a linear one, that is jS = 0, then A = 0, and from (11.30) the 
platinum resistance scale and the gas scale would have been identical. 
Actually, for platinum A ~ 1-57. Its value is usually found by cal- 
culating tpt from (11.28) for some fixed point such as the melting-point 
of sulphur, which is 444° C. on the gas scale, and substituting these 



XI] PLATINUM RESISTANCE THERMOMETER 97 

values in equation (11.30). A slightly different value of A is required 
at higher temperatures, since a and jS are not quite constant, the most 
suitable values for A being found by choosing suitable higher fixed 
points such as the melting-point of gold and other metals. 


EXERCISES 

1. Two wires of equal resistance are connected first in series and then 
in parallel. Show that the equivalent resistance of the former arrangement 
is four times that of the latter. 

2. State and explain Kirchhoff’s laws of the electric circuit. What 
modification if any is necessary to their formulation for a circuit contain- 
ing varying currents? 

3. Describe two distinct methods for finding the value of an unknown 
resistance suspected to be about 100 ohms. 

4. Give the theory of the Wheatstone bridge circuit for steady currents. 
Give examples of the application of the Wheatstone bridge to physical 
problems. 

5. Describe the use of the metre bridge in the comparison of two nearly 
equal resistances. How would you compare two resistances whose ratio is 
expected to be about 100 : 1 ? 

6. How may a potentiometer be used (a) to compare E.M.P.s, (6) to 
measure a current and (c) to compare two resistances ? 

7. Owing to the resistance between wire and binding-post a potentio- 
meter has a certain zero error. Calculate this error in the form of a length 
to be added to the observed balance length, given that one cell is balanced 
by a length of 50 cm., a second cell by a length of 40 cm., whereas when 
the two cells are used in series, the balance length is 93 cm. [3 cm.] 

8. Describe an accurate method for finding the internal resistance of 
a battery. How does the internal resistance of a cell vary with tempera- 
ture. 

9. Explain fully how the temperature of a furnace is measured with 
the aid of a platinum resistance thermometer. 
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Electrolysis 

1. Qualitative Laws. 

When an electric current is passed through a solution, in general 
chemical action occurs at the electrodes. For example, when an electric 
current is passed through a solution of copper sulphate in water it is 
found that metallic copper is deposited at the negative electrode or 
cathode. What occurs at the anode depends on the chemical nature 
of the electrodes. If these are of copper, the anode gradually dissolves, 
forming copper sulphate solution. Moreover, it dissolves at the same 
rate as copper is deposited at the cathode. The concentration of the 
solution therefore remains constant as a whole, although the distribu- 
tion of the concentration, as shown by the intensity of the blue colour 
of the solution, is such that a decrease occurs in the neighbourhobd of 
the cathode and a corresponding equal increase in the concentration 
near the anode. Although it is sometimes stated that the electrolysis 
of copper sulphate between copper electrodes consists in the transfer 
of copper from anode to cathode, it is clear from the above experi- 
mental considerations that the copper which dissolves from the anode 
does not proceed immediately to the cathode. The explanation of 
electrolysis lies in the ionic hypothesis, which we discuss in section 4. 

If the copper electrodes are replaced by platinum electrodes, 
copper is still deposited at the cathode but no solution of the platinum 
occurs at the anode. Instead, oxygen gas is evolved. Briefly it may be 
stated that the products obtained by electrolysis depend on the 

(i) Nature of the solute; 

(ii) Nature of the solvent; 

(iii) Nature of the electrodes; 

(iv) Current density, that is the current divided by the area of the 
electrodes immersed. 

These qualitative laws are illustrated by various examples which 
we shall consider throughout this chapter. 



Faraday’s laws of electrolysis are: 

(1) The amoufU of chemical action is the same at all points. 

This law is illustrated in fig. 1, showing several (Merent solutions 
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subjected simultaneously to a common current. Electrolysis takes 
place in all the solutions just as if the other solutions were not present. 









(2) The mass deposited or evolved is proportional to the current, the 
chemical equivalent of the solute and the time. 

If an ammeter is included in the circuit 
in which electrolysis of copper sulphate is 
taking place, then it is easily shown that the 
mass deposited is directly proportional to 
the time during which the current passes, 
and to the magnitude of the current. 

Suppose now that a second electrolytic 
cell or voltameter, containing silver nitrate, 
is included in the circuit containing the 
copper voltameter. Then it is found on 
comparing the weights of copper and silver 
deposited that they are in the ratio of their 
chemical equivalents. The same law is 
obeyed if the substances are evolved as 
gases, as may be shown if the latter are 
collected, as in the hydrogen and oxygen 
voltameter shown in fig. 2 , in which the 
liquid is dilute H 2 SO 4 . 




K. 


Fig. 2 . - 


- Hydrogen and Oxygen 
Voltameter 


Faraday's laws may be expressed mathematically thus: 


m = Izt, 


( 12 . 1 ) 


where m = mass deposited, 

t == time of passage of current, 

I = current, 

z = electrochemical equivalent. 

The * electrochemical equivalent is simply the chemical equivalent 
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multiplied by the necessary number (constant) to make equation 
(12.1) valid numerically. The product (It) is, of course, the quantity of 
electricity which has passed, measured in coulombs. Since in (12.1) 
25 = m if = 1, the electrochemical equivalent is the mass deposited 
by 1 ampere in 1 sec. It is found that it requires 98,470 coulombs to 
deposit tl^chemical equivalent in grammes of any element. The 
numericahvalue of the electrochemical equivalent is therefore slightly 
larger than 10*"® of its chemical equivalent. 

%/ 

3. Electrochemical or International Ampere. 

Since the mass deposited is directly proportional to the current, 
the ampere may be defined on an electrochemical basis. In practice, 
the amount deposited depends to a small extent on the concentration 
of the solution, the temperature, the nature of the electrodes, the 
current density and the nature of the other ions (see section 4) present. 
Consequently, precise details must be stipulated in the definition of 
the unit of current. Actually, silver nitrate solution is preferred, and 
the electrochemical or international ampere is defined as that current 
which will deposit 0*001118 gm. of silver per second from a specified 
solution under specified conditions. 

4. Nature of Electrolysis. 

The nature of electrolysis is intimately connected with the processes 
which occur when a solute forms a solution. On the molecular hypothesis 
it was originally thought that the process of solution consisted merely 
in the suspension of molecules of the solute between molecules of the 
solvent. Owing to their heat energy, the molecules of both solute and 
solvent were in continual random motion, as evidenced by Brownian 
movement, but the molecules still retained their molecular structure. 
Now on this hypothesis the production of copper during the electrolysis 
of copper sulphate would consist in the disruption of the copper sulphate 
molecule, followed by the transfer of the copper atom to the cathode. 
It is clearly difficult to understand why the copper atom should pro- 
ceed to the cathode except under electrical forces, which implies that 
the copper atom has somehow acquired a positive charge. This might 
conceivably take place on disruption of the molecule by the electric 
force acting between anode and cathode, by analogy with electrification 
known to be produced by cleavage. In view of the now well established 
electrical theory of matter it would be a waste of time to pursue the 
above arguments further, but we may note one experimental fact that 
was strongly against the disruption hypothesis. If measurement is 
made of the potential E across, and the current 1 passing through, a 
solution undergoing electrolysis, the electrical energy consumed is 
given by Elt^ where t is the time of passage of the current. Now, if 
the water equivalent of the electrolytic cell is known and a thermo- 
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meter is inserted, it will be found that heat is evolved just as in the 
passage of the current through a solid conductor. Moreover, the heat 
generated is found to be exactly equal to the electrical energy con- 
sumed (but compare section 11). There is therefore no energy available 
to disrupt the molecules of the solute. 

From this fact, and other considerations, Arrhenius argued that 
the process of solution consisted in far more than the distribution of 
molecules of solute between molecules of solvent. He suggested that 
dissociation of the solute molecule into ions takes place immediately 
the solute dissolves. A copper sulphate solution therefore consists of 
copper and sulphion (SO4) ions in solution. Electrolysis then consists 
in the attraction of the copper ions, which are positively charged, to 
the cathode and of sulphions to the anode. The hypothesis was very 
revolutionary and met with the bitterest opposition, but that it re- 
presents the facts there is not now any question. Anomalies regarding 
the magnitude of osmotic pressure, variation of electrical conductivity 
with concentration, change in the boiling- and freezing-points of 
solutions, and many other phenomena, receive entirely satisfactory 
and natural explanation on the ionic hypothesis. 

In a dilute solution, dissociation is complete. With concentrated 
solutions, dissociation is only partial and, of course, there is a balance 
between the number of ions which dissociate in any given time and the 
number which recombine. Incidentally, the analogy with gaseous 
conduction, which is also ionic, is complete (see Chapter XVIII). 
Further, the charge carried by a monovalent ion is exactly equal to 
the electronic charge, so the ionic hypothesis is in complete agreement 
with modern electron theory. Indeed, the latter received much initial 
support and encouragement from the ionic theory. Silver, being 
monovalent, carries one positive electronic charge, while the nitrate 
radical (NO3) carries the corresponding negative charge. With copper 
sulphate, in which the binding is divalent, the copper ion carries a 
double positive electronic charge and the sulphion radical a double 
negative charge. The fact that the mass deposited is directly propor- 
tional to the chemical equivalent is therefore a natural result of the 
humber of charges carried being numerically equal to the valency. 
That the charge carried is independent of the chemical nature of the 
substance suggests strongly what has been proved to be the case, 
namely that the same electronic charge is associated with all matter. 

5. Further Examples. 

We shall now discuss further examples of electrolysis in the light) 
of the ionic hypothesis. Under the action of the electric field between 
anode and cathode, two streams of ions commence to move in opposite 
directions. The accelerations under the field are opposed by the viscous 
friction of the solute molecules, and a steady velocity is ultimately 
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reached in agreement with Stokes’s law (see Part I, p. 137). These 
ionic velocities will clearly be different since, while the charges of the 
two ions may be equal and opposite, their masses will in general be 
different. The velocity of an ion for unit field gradient is defined as the 
mobility of the ion; methods of measuring mobilities are described in 
section 6 . 

In the electrolysis of copper sulphate between platinum electrodes, 
oxygen is evolved from the anode because platinum is not susceptible 
to attack by the neutralized SO 4 ion. Instead, the SO 4 ions attack the 
solvent, water, liberating oxygen and forming sulphuric acid, which, 
of course, remains dissociated in solution. We express these results 
thus; 

, CUSO 4 ^ Cu++ + SO 4 — , 

S04 + H20->H2S04 + 0, .... (12,2) 

H2S04^H+ + H+ + S 04 '-. 

This example illustrates how the products of electrolysis depend on 
the nature of the solvent and the electrodes. 

The behaviour of water is instructive. Pure distilled water conducts 
very little. The explanation of this is that it consists almost entirely 
of undissociated molecules (actually they are often associated into 
higher groups of wH^O, where n is integral). Consequently there are 
few ions to carry the current. If now a small quantity of sulphuric 
acid is added to the water, hydrogen and oxygen are evolved when the 
solution is electrolysed between platinum electrodes. The equations 
representing the reaction are 

H2S04^H+ + H+ + S04“, 

S04 + Ha 0 ^H 2 S 04 + 0. * ‘ * 

Since the sulphuric acid is reformed in the process while water is 
removed, the solution grows continually more acid. In fact, the sul- 
phuric acid is acting like a chemical catalyst, for it remains unchanged 
in amount throughout the process. 

With sodium chloride in water, if platinum electrodes are used, 
hydrogen is evolved at the cathode and platinic chloride forms in the 
solution. Soon after the process has commenced, therefore, platinum 
may be deposited together with hydrogen at the cathode. .The hydro- 
gen is formed indirectly, owing to the chemical reaction between the 
sodium and the water.. The equations are; 

NaCl ^ Na+ + Ch, 

Na-fH 20 ->Na 0 H + H, 

4Cl + Pt~>PtCl 4 , 

‘ PtCl 4 ^ Pt++++ + Ch -4- Cl- -f Cl- + Cl- 


. . (12.4> 
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The sodium hydroxide itself also undergoes electrolysis with the 
liberation of oxygen at the anode. If carbon electrodes are used, these 
are moderately resistant chemically to chlorine, and consequently the 
latter is evolved from the carbon anode instead of attacking it. For 
rapid evolution of chlorine, however, the current density should be 
high, for chlorine reacts slowly with water according to the equation 

2C1 + H^O 2HC1 + 0, .... (12.5) 

so that some oxygen is also evolved at the anode. 

Finally, if the current density is high, acidulated water gives some 
ozone as well as oxygen at platinum electrodes. * 


''‘6. Measurement of Ionic Velocities. 

Simple but approximate methods of measuring ionic velocities 
are based upon chemical action between the travelling ions and the 
material through which they travel. In Lodge’s method, two vessels 



Fig. 3. — Measurement of Ionic Velocities 


containing dilute sulphuric acid are joined by a horizontal tube con- 
taining sodium chloride suspended in gelatine, together with a trace 
of phenolphthalein as indicator, as shown in fig. 3. As electrolysis 
proceeds, the ions form HCl and decolorize the phenolphthalein. 
The velocity of the H+ ions may therefore be determined directly from 
the rate of recession of the coloured edge along the tube. Alternative 
methods may be used based upon the change of refractive index along 
a tube containing the electrolyte. 

More accurate methods depend on a determination of the change 
in concentration in the region of the anode and cathode, either by 
direct chemical sampling or by refractive index measurements. If 
u and v are the velocities of the positive and negative ions respectively, 
the total current and total deposition in unit time are proportional to 

+ v). If the current flows for such a time that + v) gram-mole- 
cules of solute arc removed from the solution, in the region near the 
cathode {u -f v) gram-atoms of positive ions have been removed, but 
u gram-atoms have been gained by migration, leaving a total loss of 
V gram-atoms of positive ions near this electrode. An equal loss of v 
gram-atoms of negative ions is lost by migration from the same neigh- 
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bourhood. By a similar process u gram-atoms of solute are lost near the 
anode and hence we have 

Loss of concentration near the cathode _ v « 6\ 

Loss of concentration near the anode u 


If the concentration of completely dissociated solute is w gram- 
equivalents per C.C., since 1 gram equivalent requires 1 Faraday, that 
is 96,470 coulombs for its deposition, the current density accompanying 
the electrolysis is given by 

p = w{u + v)%6,m (12.7) 


Since w may be measured, equations (12.6) and (12.7) are sufficient to 
determine v and u completely. It is usual to determine the conduc- 
tivity a of the electrolyte by some method such as that described in 
Chap. XIII, section 16 (iv). Then if the potential acting across the 
solution is F and the distance between the electrodes is I, the field 
gradient E is defined hjE = V/L Applying Ohm’s law we have 

p == aE, 


where p is measured in amperes per sq. cm., a in ohm"*^/cm.~^, and E 
in volts per cm., and hence equation (12.7) acquires its usual form 


(w + ^) = 


cr E 
w 96,470’ 


. ( 12 . 8 ) 


7. Applications of Electrolysis. 

The great variety of chemical products which may be obtained by 
suitable adjustment of the physical parameters makes electrolysis one 
of the most valuable processes in industry. We select the following 
typical applications of electrolysis. 

(а) Production of Metals, 

Aluminium is now rarely extracted by chemical smelting. The 
general process is to dissolve alumina, the oxide AlgOg, in fused cryolite,, 
Na^AlFg, as solvent. Pure aluminium forms at the cathode and the 
process goes on as though it were simple electrolysis of the alumina, 
fresh supplies of which are added from time to time. 

(б) Refining of Copper, 

Crude copper obtained by smelting is used as the anode in a solution 
of copper sulphate, a pure copper rod being used as cathode. Arsenic 
and other impurities form at the anode and drop to the bottom of 
the vessel, where they form anode sludge. 
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(c) Electroplating. 

Valuable metals such as gold and silver, or metals which resist 
atmospheric corrosion such as chromium, may be deposited on baser 
metals. In gold and silver plating, the articles are suspended to form 
the cathode in a solution of the double cyanides KAu(CN )2 or KAg(CN) 2 . 
To obtain a strongly adhesive coating the articles must be scrupulously 
clean and the current density must be very low. The latter considera- 
tion requires the plating process to occupy several weeks. 

(d) Electrotyping. 

If moulds of plaster or wax are coated with graphite to render them 
conducting, 'metal tyq)e may be built uj) by using suitable solutions and 
using the cast as cathode. 

(e) Anodizing. 

Aluminium and its alloys do not readily take up paint and dyes. 
By using the aluminium as the anode in an acidulated solution, a thin 
film of oxide is formed on the aluminium, after which it will readily take 
up the dye. 

(/) Alloys. 

By using certain concentrations of mixed solutions of metals 
together with suitable current densities, alloys may be formed directly 
by electrolysis. Examples are alloys of Cu-Zn, Cu-Sn and Zn-Cd. 

Many of the processes are trade secrets, which depend on small 
changes in the conditions. For example, addition of certain colloids 
adds a lustrous finish to some electroplated articles, thus obviating 
subsequent polishing. - Other applications are to the formation of seam- 
less metal tubing, to the surfacing of machine tools with more durable 
materials, and to the building up of worn machine parts. 


8. The Voltaic Cell. 

The student will now realize that since electric current flows not 
only from the positive pole to the negative pole outside a cell but 
circulates right through the cell, the latter is undergoing continual 
electrolysis. The solution in a voltaic cell is dilute sulphuric acid, and 
the poles are of Zn and Cu. Reference to fig. 4 shows that t he positiv e 
pole for the-^ex temal circuit acts as the negative pole for the mterna l 
circuit. Consequently the copper electrode acts as the cathode and the 
hydrogen" is given off at that electrode. At the zinc anode, the SO 4 
attacks the electrode to form zinc sulphate. In practice such a cell is 
found to give a steady current only if the latter is very small or if the 
cell is in action only intermittently. The explanation of this effect, 

(f986) 8 
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which is termed polarization (not to be confused with optical polariza- 
tion, with which there is no connexion), is simply that some of the 
hydrogen bubbles adhere to the copper plate. This results in a twofold 
action. First, the gas is an excellent insulator and introduces an in- 
ternal layer of very high resistance. Secondly, owing to the electric field 
present, a double layer of positive and negative ions forms on the 
surface of the hydrogen and the cell actually tries to send a current 
in the reverse direction or a back E.M.F, develops. Clearly the two 
opposing E.M.F.S eventually balance, and the current falls to zero. 




9. Remedies for Polarization. 

The remedies for polarization are of three distinct types: 

(а) Mechanical. 

If the copper plate is brushed the hydrogen may be removed. 
Such a process is clearly impracticable and suggested the construction 
of plates with pointed surfaces to burst the bubbles, but such methods 
have a very limited success. 

(б) Chemical. 

If a strong oxidizing agent is present, the hydrogen may be oxidized 
to water as fast as it is formed. Cells based on this process are fairly 
successful, but usually use highly corrosive liquids which require careful 
bandUng. 

The bichromate cell, shown in fig, 6, consists of two carbon plates 
dipping in chromic acid, which is formed by dissolving potassium 
bichromate in concentrated sulphuric acid and then diluting somewhat 
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with water. The negative pole is still zinc, but must be removed from 
the cell except when it is in operation or the zinc will dissolve. 

(c) Electrochemical, 

These cells are the most satisfactory, and the best of them is the 
Daniell cell. The general principle is to separate the two electrodes by 
a porous pot and to surround each electrode with a different solution. 
The porous pot prevents these solutions from mixing except by very 
slow diffusion but it allows free passage of ions under the influence of 
the electric field. 

The Daniell cell consists of a copper vessel which forms the positive 
electrode. This vessel contains copper sulphate solution and a porous 
pot, as shown in fig. 6 . The zinc electrode stands in a bath of dilute 



sulphuric acid contained in the porous pot. Hydrogen ions which 
travel towards the copper electrode displace the copper ions in solution, 
and it is the latter which are deposited on the copper electrode. The 
chemical action therefore consists in the solution of zinc and the de- 
position of copper, and polarization is prevented. 

Other cells are the Bunsen cell, using Zn and HgSO^ outside the 
porous pot, nitric acid as depolarizer and carbon as the positive elec- 
trode. Grove’s cell uses the same materials as the Bunsen cell except 
that platinum is used in place of carbon. 

A cell of great practical importance is the Leclanch4 cell. As 
shown in fig. 7, this consists of a zinc rod dipping in ammonium chloride 
solution outside the porous pot, inside which a carbon rod serves as 
anode, surrounded by solid powdered manganese dioxide as depolarizer. 
The equations expressing the reactions are: 

2 NH 4 CI + Zn ZnCla -f 2 NH 3 + Hg, 

Hg + 2Mn02 -> MngOg + HgO. 


. . (12.9) 
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The E.M.F. is about 1-4 volts. Owing to the fairly slow action of the 
solid depolarizer, the cell is only suitable for small or intermittent 
currents. 

The common dry battery is a set of Leclanche cells constructed in 
portable form. The liquid ammonium chloride solution is in the form 
of a paste and the china porous pot is replaced by a linen bag. 

10. Standard Cells. 

The E.M.F. of the cells described so far varies somewhat with the 
conditions under which they are used. They are therefore quite un- 
suitable as standards. Two cells which suffer little variation of E.M.F. 
with temperature and which have been chosen as standards are the 



Fig. 8. — Latimer Clark Cell 


Latimer Clark cell and the Weston cadmium cell. The former is shown 
diagrammatically in fig. 8. The electrodes are zinc-mercury anialgam 
and mercury, and zinc sulphate crystals are in contact with the zinc 
electrode, while zinc sulphate solution fills the main bulk of the cell. 
A layer of mercury sulphate crystals covers the positive mercury 
electrode. The E.M.F. of tliis cell is given by the equation 

E =-= 1*4328 — 0*00119(« 15° C.) --- 0-000m(t - 15)2 ( 12 . 10 ) 

In the Weston cell, the zinc-mercury amalgam is replaced by a 
cadmium-mercury amalgam, and the zinc sulphate by cadmium sulphate. 
The E.M.F.-temperature equation is 

E = 1-0184 - 0-0000406(« — 20) - 0-000000(^ — 20)2 

+ 0'00000001(i5 - 20)2 volts. . . (12.11) 

The Weston cell therefore has a much lower temperature coefficient 
than the Latimer Clark cell. A high resistance is always included in 
the circuit of a standard cell, for the E.M.F, is constant only for the 
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passage of a very small current. The cells are therefore usually used in 
potentiometer and other null circuits. 

11. Energetics of a Cell. 

We shall now consider the source of energy in electric cells, selecting 
for the purpose the Daniell cell. When an equivalent weight of zinc 
dissolves to form zinc sulphate, a definite amount of chemical energy 
disappears and a corresponding amount of heat energy makes its 
appearance. A definite amount of heat energy H 2 , likewise appears 
when an equivalent weight of copper dissolves to form copper sulphate. 
Now in the Daniell cell for every equivalent weight of zinc which passes 
into solution an equivalent weight of copper is deposited. Hence a net 
amount of energy (//^ — is available and this represents the source 
of electrical energy. Now the passage of 96,470 coulombs is required to 
deposit a gram- equivalent of any element. Hence, from the conserva- 
tion of energy, we should have 

= .... ( 12 . 12 ) 

where E is the E.M.F. of the Daniell cell. Equation (12.12) therefore 
allows E to be calculated and the value obtained agrees well with the 
experimentally observed E.M.F. of the cell. It should be noted, how- 
ever, that this agreement is due largely to the fact that the Daniell 
cell has a very small E.M.F.-temperature coefficient. Referring to the 
thermodynamical argument in Part II, Chap. XIII, p. 120, we have 
here dEjdd = 0, and therefore E = H, The constancy of the standard 
cells is to be attributed to the fact that they are strictly reversible and 
therefore have a constant E.M.F. if the temperature is kept constant, 
and a constant temperature coefficient if the temperature varies. 

12. Secondary Cells. 

The cells described so far have been primary ceUs, that is, cells in 
which the negative electrode is dissolved away irreversibly as time 
goes on. Such cells therefore require replacement of the negative 
electrode, of the acid solution and of the depolarizer. Secondary cells 
are, however, available, in which the electrodes may be reformed by 
electrolysis, so that efiectively the cell gives current in one direction 
when in use, that is when discharging, and is then subjected to elec- 
trolysis by a current from an external supply passing in the opposite 
direction, until the electrodes and the original acid solution have been 
completely reformed. The best-known secondary cell is the lead accu- 
mulator, which consists of electrodes of lead and lead peroxide respec- 
tively, dipping in dilute sulphuric acid. Such a cell acts as a primary 
cell, the peroxide electrode being at a steady potential of about 2 volts 
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above the lead electrode. The chemical process which occurs on dis- 
charge is shown by the following equations : 

Pb0, + H,-^Pb0 4-H,0, 

PbO +H2S04^PbS04 + H20, * * ^ 

and Pb + SO 4 PbS 04 . 


The discharging process therefore results in the formation of two 
electrodes each covered with lead sulphate, and therefore showing no 
difEerence in potential when the process is complete or the cell is “ dis- 
charged 

In the charging process, current is passed through the cell in such a 
direction that the original lead electrode is reconverted into lead 
according to the equation : 

PbS04 + H2->H2S04 + Pb, . . . (12.14) 


while the lead peroxide is reformed according to the equation 

PbS 04 + SO 4 + 2 H 2 O PbOg + 2 H 2 SO 4 . . (12.16y 


It is clear from equations (12,13) that in the discharging process 
water is formed, so that the specific gravity of the acid solution drops 
steadily. Conversely, in the charging process, equations (12.14) and 
(12.15) show that the acid concentration increases. Indeed, the state 
of charge of an accumulator is estimated from the density of the .elec- 
trolyte, which varies from about 1.15 when completely discharged to 
1.21 when fully charged. Throughout all these processes the E.M.F. 
remains approximately constant at 2.1 volts and is therefore useless 
as a sign of the degree of charge in the battery. 

The lead peroxide plate is formed in two distinct ways. It may be 
formed over a long period by electrolysis, using a lead plate as an 
anode and allowing it to undergo oxidation. This process is lengthy 
and costly in the electrical energy assumed. Alternatively, red lead 
Pb 304 , which is easily obtained, is compressed into lead grids. On 
immersion in sulphuric acid peroxide is formed immediately according 
to the chemical reaction 


Pb 304 -f 2 H 2 SO 4 2 PbS 04 + PbOg + 2 H 2 O, (12.16) 

and the lead sulphate is readily converted to lead peroxide by charging 
over a moderate time. 


13. Properties of a Good Cell. 

The following properties should be possessed by the ideal cell: 

(а) The E.M.F. should be high and constant; 

( б ) The internal resistance should be small; 
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(c) A constant current should be delivered and the cell should have 
a long life; 

(d) It should be quite inactive chemically when on open circuit; 

(e) The electrodes and electrolyte should consist of cheap and 
durable materials; 

(/) It should be manageable and should not emit corrosive fumes. 

All these properties are possessed by the lead accumulator, which 
suffers only from the disadvantage of its heavy weight. Other types 
of secondary cell have been attempted such as the Drum battery^ 
which consists of nickel and zinc electrodes with a sodium hydroxide 
electrolyte. A lighter cell results, but the E.M.F. is little more than 
half that of the lead accumulator and the durability much less. How 
far the various primary cells obey the criteria (a) to (/) may be con- 
sidered by the student. The low internal resistance of the lead accu- 
mulator is in part due to the method of construction in which plates of 
large area are situated a fraction of an inch apart. Great care must be 
taken not to short-circuit the accumulator, for owing to its low internal 
resistance the current will rise to a prohibitively high value. The 
internal heat developed may then be sufi&cient to buckle the plates, and 
even if this should not occur, the chemical action is so rapid that partial 
disintegration of the plates occurs and their life is considerably shor- 
tened. Likewise, in chargmg the accumulator, the current density 
must not be too high or fragmentation of the plates will occur. 

14. Grouping of Cells. 

The choice of connexion of cells in series or in parallel depends on the 
use to which they are to be put. For the best economy in electrical energy, 
as little as possible should be wasted as heat internally. This requires the 
internal resistance of the combination to be as small as possible com- 
pared with the external resistance, and the cells are therefore grouped 
in parallel. For the quickest action, such as may be required in a circuit 
of high induction (see Chap. XIII), for example an electromagnet, the 
total resistance of the circuit sho^d be as high as possible. The cells 
are therefore connected in series. 

To obtain the maximum current in a given external circuit the 
grouping of the cells varies according to the particular value of the 
external resistance. We shall now show that the cells must be grouped 
partly in series and partly in parallel, so that the resistance of the 
combination is as nearly as possible equal to the external resistance. 

Suppose there are n files of m cells in series as shown in fig. 9, and 
that the internal resistance and E.M.F. of each cell are r and e respec- 
tively, the external resistance being R, The total number N of cells is 
then given by 


JV = mw, 


(12.17), 
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while the total E.M.E. E is 

E = me, . . 

Applying Ohm’s law, the current I is given by 

I ^ me 

mrfn + R 


(12.18) 


(12.19> 



m in series 



Fig. Q. — Grouping of Cells for a maximum Current 


since the total internal resistance of the cells as grouped is 
Substituting for m in terms of n from (12.17) in (12.19) we have 


Nne 
Nr + 


( 12 . 20 ) 


For a maximum value of I, forming the expression and equating to 
zero, we find Nr = Rn^, whence 

V = 

or the external resistance is equal to the combined internal resistance 
of the group of cells. 
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EXERCISES 

1. State the laws of electrolysis and discuss the factors which govern 
the ultimate products obtained by electrolytic processes. 

2. Outline the application of the ionic theory to the explanation of 
electrolysis. What other phenomena are readily accounted for on the 
ionic theory ? 

3. Describe one method for the determination of the velocity of ions 
during electrolysis. 

If a given solution shows a loss in concentration near the cathode and 
anode respectively in the ratio 2:1, calculate the ionic velocities, given 
that the concentration of completely dissociated solute is gm.-equi* 
valents/c,c., the field gradient is 3 volte/cm., and the conductivity of the 
solution 0-289 ohm"^ Gm.“^. [3 x cm./sec.; 6 x 10*^^ cm. /sec.] 

4. Write a short essay on the applications of electrolysis to industry. 

5. Give a brief account of the processes by which polarization in cells 
is overcome. What are the essential properties of a good cell ? 

6. From what source is the energy of a primary cell derived and in 
what respect are the energetics of a Daniell cell unique ? 

7. Describe in detail the construction and mode of action of some forna 
of secondary cell. 



CHAPTER XIII 


Electromagnetism 

X. jcitraday’s Experiments, 

Faraday made the most important discovery that any change in 
the magnetic flux threading (or ‘‘ linked with a conductor resulted 
in an E.M.F. acting along that conductor. Experiments to illustrate 
this fact are shown in figs, la and 16. In fig. la a solenoid is connected 
in series with a galvanometer and a bar magnet is inserted into the 
solenoid, A deflection of the galvanometer takes place at the instant 
that the magnet is introduced, but falls to zero again as soon as move- 
ment ceases, even though magnetic flux is still threading the solenoid. 



If relative movement of magnetic field and conductor again occurs 
owing to removal of the magnet, a temporary deflection of the galvano- 
meter in the revefse direction is observed. The permanent magnet 
may be replaced by a second solenoid carrying a current and thereby 
producing a magnetic field, with the same result as shown in fig. 16. 
If the sign of the magnetic pole which is introduced is changed, the 
deflection is in the reverse direction. ^The magnitude of the deflection 
is found to depend on the speed of movement of the magnet, Faraday 

11A 
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summed up these results in the following Laws of Electromagnetio 
Induction: 

(1) If the magnetic flux through a conductor is changed, an E.M.F. 
acts round the conductor. 

(2) The magnitude of the E.M.F. is equal to the rate of change of the 
flux N, that is 

(I'D 

If N is expressed in oersteds and t in seconds, E is obtained in absolute 
electromagnetic units. Hence to obtain the potential difEerence in volts 
(13.1) must be multiplied by 10*"®. 

The negative sign in (13.1) indicates that the E.M.F. which is 
established produces a current which in turn produces a magnetic 



field of such a sign as to prevent relative motion of the primary magnet 
and the conductor. This third law of electromagnetic induction, 
which is often termed Lenz’s law, and which has important practical 
applications, may be expressed as follows : 

The magnetic field produced by the excited current is always in such a \ 
direction as to oppose the change efflux being prodticed by the primary \ 
magnetic field. 

Since a change in flux is all that is required to produce an induced 
E.M.F., it is sufficient to leave the inner and outer 8olenoids(in fig. lb) 
completely at rest and simply to vary the primary magnetic field by 
varying the current in the centre or primary coil. This may be achieved 
by starting and stopping the current in the primary, since this results 
in a changing primary magnetic flux. Many important practical 
applications, such as the induction coil, described in section 9, depend 
on this principle. 

It will be noted th^t if a conductor moves along the lines of force 
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of a magnetic field as shown in fig. 2, there is no change in the par- 
ticular lines of force which cut the conductor. There is therefore no- 
induced E.M.F. in this case. 

^Mutual Induction. 

The magnitude of the magnetic flux threading the secondary circuit 
in fig. 1(6) depends on the number of turns of wire in the primary and 
secondary coils and the geometry of their disposition. Clearly, the 
galvanometer could be connected to either coil and the other coil used 
as the primary coil. This mutual eflect of two or more circuits in close 
proximity is termed mutual induction. Its quantitative measure may 
be defined in the two following ways: 

(i) If N is the total flux linked with the secondary circuit, and I 
is tlie current in the primary responsible for the flux, the mutual in- 
ductance M is defined by the equation 

N=:^MI (13.2) 

The mutual inductcmce may therefore be defined as the magnetic flux 
linked with the seco ndar y when unit current flows in the primary. 

(ii) AltcrnativeiyTcombining (13.1) and (13.2) we have 

E = (13.3) 

and hence the mutual inductance is equal to the E.M.F. induced in the 
secondary when dl/dt ^ 1, that is, when the current is changing at unit 
rate in the prwnary. 

The practical unit of inductance is termed the henry. This is defined 
so that equation (13.3) still holds in practical units. Hence the in- 
ductance in henries is equal to the E.M.F. in volts induced in the 
secondary when the current in the primary charges at the rate of one 
ampere per second. 

J 

3. Self-induction. 

If an ammeter is placed in a circuit containing a battery and a large 
electromagnet it will be found on completing the circuit that the 
ammeter creeps rather sluggishly to its final steady reading, which is 
that consistent with Ohm’s law for the circuit. This efl<^t is due to 
self-induction, which we may explain by reference to fig. 3. (The current 
as it enters one turn after another gradually builds up a larger and 
larger field to thread the remaining turns. The remaining turns are 
therefore subject to a changing magnetic flux and consequently an 
E.M.F. is induced in them. By Lenz’s law this E.M.F. acts in a back 
direction to oppose the increasing primary current, so that a finite time 
is required for the latter to become established. 
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By analogy with the definition of mutual inductance, the self- 
inductance L is defined by 


N^LI, 


(13.4) 


where N is the magnetic flux linked with the circuit due to the current 
I, Alternatively, combining (13.1) and (13.4), 




(13.5) 


which shows that the self -inductance in henries is eqml to the back 
E.M.F. in volts set up in the circuit when the current is growing at the 
rate of 1 amp. /sec. 



Fig. 3 — Self Induction 


4. Calculation of Mutual and Self-inductance^ 

The value of self-inductances and mutual inductances is calculated 
with the aid of equations (13.5) and (13.3). For example, the self- 
inductance of a long solenoid is derived as follows. From equation 
(10.13), the field due to a steady current I in the solenoid is 

p = iTTnl. 

Hence if the area of cross-section of the solenoid is A, the magnetic 
flux through the area is 

N — 47rr^^Z. 

As I varies, the resultant change in flux threads the solenoid nl times, 
where I is the length of the solenoid, and nl therefore the total number 
of turns. Hence 

Since by (13.5) L is defined by 



from this equation and (13.6) we have 

L = iwnHA 


(13.7) 
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By a similar argument if a mutual inductance consists of a primary 
in the form of a long solenoid with % turns per unit length, and 
turns of wire are wound round the centre of the primary to constitute 
the secondary, we have 




and, since E = — M 


dl 

dt* 


M = inriin^A 


(13.8) 


6. Growth and Decay of Currents. 

The student will now realize that the steady currents governed by 
Ohm’s law represent a particular case. In general in any circuit such 
as that shown in fig. 4, there is present resistance, Muctance and 
capacity. Although steady conditions governed by Ohm’^ law may be 



Fig. 4. — Circuit with Resistance, Fig. 5- — Circuit with Resistance 

Inductance and Capacity and Inductance 


eventually set up, more general considerations are required during the 
starting and cessation of the current. Actually a most important 
condition arises for certain particular values of resistance, inductance 
and capacity, where no steady value of current is ever attained but 
electrical osdllations are produced, the current swinging between two 
equal extreme values, first in one direction and then in the other. 

We concentrate first on the growth of current in a circuit con- 
taining only resistance and inductance, as shown in fig. 6. Initially, 
before the battery is connected, the current in the circuit is zero. 
Eventually, the current attains a steady value Zq given by Zo = EjR, 
where E is the E.M.F. of the battery and R is the resistance in the 
circuit. We require an expression for the current Z at any time t after 
the circuit has been completed. If W representes the back E.M.F. 
present at this instant, application of Ohm’s law gives 

IR^E-K\ (13.9) 

and, substituting for W from (13.6) and remembering that we have 
already allowed for the sign of W, we obtain 

/K-J-if. 


. . (13.10) 
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We therefore obtain a differential equation of the first order. Re- 
arranging (13.10), we have 


Ldl 

{E - IR) 


dt; 


(13.11) 


whence, by integration, we obtain 

~^\og,iE~IR) = t + A, . . . (13.12) 


where A is a constant. 

Now when < = 0, that is before the circuit is completed, 1 = 0, 
80 substitution in (13.12) gives A = —(£ log, E)/R. Hence 


, (E-IR) R, 

log,'— g— I'. 


(13.13) 


or E --IR==E exp. j * • • (13.14) 

or / = (exp. . (13.15) 


Now the final steady current Iq = E/R, so that (13.15) becomes 

/ = /q (l •— exp. — . . . (13.16) 

In fig. 6 the full curve is the graph of I against t. It shows that t^e 
final steady value Iq is theoretically reached only when ^=oo. 
The important fact emerges that 
the speed with which the current 
rises to its final steady value is 
governed not by the magnitude of 
L alone but rather by the ratio 
L/R, This ratio is termed the time 
constant of the circuit. 

By analogy with the preceding 
considerations, if the battery is cut 
out and the circuit immediately 
closed again, the current I at some 
subsequent time t will be given by 

IR=zE\ . (13.17) 

where E' is the back E.M.F. at time t This E.M.F. opposes the de- 
caying E.M.P. and tends to prolong the current. Its value is given by 
= — -i dljdt as usual, and hence we have 




(13.18) 
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By integration of (13,18) and substitution of the initial condition 
I r=: I Q when ^ = 0, we obtain 

(13.19) 

This expression is shown graphically by the dotted curve in fig. 6. 
The growth and decay curves have the same time constant and are 
in every* way complementary. 

iVe discuss further cases in Chap. XV. 


6. Coil rotating in a Magnetic Field. 

We have seen that for a continual E.M.E. to be generated, relative 
movement must take place between the lines of force and the con- 
ductor. This is most easily achieved 
by rotating a coil in a uniform 
magnetic field, as shown in fig. 7, 
where the rectangular coil rotates 
about an axis (shown dotted) in the 
plane of the coil and perpendicular 
to the field. To calculate th6 E.M.F. 
acting round the coil at any instant 
when the inclination of the plane 
of the coil to the uniform magnetic 
field H is 0, we note that the flux 
N changes from 11 A to zero as the 
coil rotates from 6 == 7r/2 to 0 = 0, and that the effective flux at any 
intermediate value is 

iV^=^n//^sin0, (13.20) 

where n is the number of turns of wire in the coil. Hence from (13.20) 
and (13,1) 

E = ^nHAcose-^ (13.21) 

Now the steady angular velocity cd of rotation of the coil equals dOjdt, 
Hence (13.21) becomes 

E — nHAcoco&d. .... (13.22) 

The change in flux and in E.M.F. during the rotation are shown in 
fig. 8. The flux a maximum when 6 = Tr/2, that is when the coil is 
perpendicular to the field, but the E.M.F. is then zero. Conversely, 
when the plane of the coil and the field direction coincide and the 
flux is zero, the E.M.F. attains its maximum value nAEca. The ex- 
planation lies in the fact that the rate of change of flux is a maximum 
in the latter position. 


(U. 



Fig. 7. — Coil rotating in Magnetic Field 
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If the coil circuit is completed by the slip rings (see fig. 7) being 
joined to some external circuit, the current in the latter will clearly 
be in one direction for one half-cycle of revolution and in the reverse 



'direction for the second half-cycle. Such an arrangement therefore 
acts as a source of alternating current.} 

By a mechanical split-ring device, known as a commutator and 
shown in fig. 9, the connexions to the external circuit are reversed each 
half-cycle of revolution. In this way the current in the external circuit 




becomes direct current* though, of course, it varies in magnitude accord- 
ing to the half sine curve shown in fig. 10. The alternating current is 
said to have undergone mechanical rectification by the commutator. 

The earth-inductor shown in fig. 11 simply consists of a coil which 
may be rotated in the earth's magnetic field. It is mounted in gimbals 
so that it may be rotated in any orientation and is fitted with a com- 
mutator. Clearly, if it is rotated with its axis horizontal and in the 
magnetic meridian, the coil effectively cuts the earth's vertical mag- 

(F985) 
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netic component 7. Again, if it is rotated with its axis in a vertical 
plane, it is cutting the earth’s horizontal component H, If the deflec- 
tions on a tangent galvanometer connected to the inductor are and 

02 respectively, and the speed of rota- 
tion is the same in both experiments, 

where D is the angle of dip. 

Finally, if the coil is rotated with 
its axle along the total intensity of 
the earth’s field, no deflection will be 
produced in the galvanometer, as there 
is no effective change of flux. The 
Fig. n.— Earth-inductor angle of (lip of the axle is then the 

magnetic angle of dip. Such an instru- 
ment is instructive but does not give such an accurate value of the 
angle of dip as the method described in Chap. VII. 



7. The Dynamo. 

The rotating coil described in section 6 is a simple form of dynamo. 
In practice, each dynamo is designed for a specific purpose, but certain 
general rules are applicable. First, a more powerful magnetic field 
than that of the earth is required, and this is generally provided by an 

electromagnet or field coils excited by 
the current from the coil or armature 
itself. These field coils may either 
be connected in series or in 'parallel 
with the armature windings and, 
more commonly, part of the windings 
of the field coil may be in series and 
part in parallel with the armature. 
Such an instrument is said to be 
compound wound, and we shall now 
consider the advantage of a com- 
pound winding. 

Consider &st the curve obtained 
by plotting the E.M.F. available in 
an external circuit of the series-wound dynamo, against the current 
in the external cucuit. As shown in the lower curve in fig. 12, this 
curve starts at the origin, rises rapidly to a fairly flat maximum and 
then falls slowly. The explanation of this characteristic curve is aa 
follows. If the resistance of the external circuit is high, the current 
which is produced by revolution of the curmature is necessarily low, 
since armature, field coils and external circuit are all in series. The^ 



Fig. 12. — Characteristic Curves for 
Shunt and Series Windings 
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electromagnetism which can be excited in the field coils is therefore 
small, and consequently the field cut by the armature is small Hence 
only a small E.M.F. develops, and a small current accompanies the 
small E.M.F, As the external resistance is reduced, the current in- 
creases correspondingly, more excitation of the field coils takes place 
and a larger E.M.F, develops in the armature. Eventually, should the 
resistance of the external circuit fall below that of the armature and 
the field coils, the E.M.F. available for the external circuit becomes 
progressively less, and the E.M.F. at the terminals of the dynamo 
becomes correspondingly smaller. 

In the shunt-wound dynamo, where the field coils and the external 
circuit are in parallel, a very different characteristic curve is obtained, 
as shown in the top curve in fig. 12. When the external resistance is 
high, almost all the current generated in the armature goes through the 
field coils. The latter are therefore highly excited, and the E.M.F. 
produced by the armature starts with its maximum value. As the 
resistance of the external circuit is gradually reduced, it allows more 
current to pass through it and less current is available for the field 
coils. The excitation of the latter therefore drops, and there is a corre- 
sponding fall in the E.M.F. generated by the armature. The character- 
istic curve of the shunt-wound dynamo therefore falls steadily as 
shown in fig. 12. 

Now it is clearly undesirable that the voltage available at a main 
supply should vary with the external resistance, that is with the load 
taken by the external circuit. Since the characteristic curves of the 
series-wound and shunt-wound dynamos are oppositely directed over 
a considerable range, a compound winding may be constructed to give 
a reasonably constant voltage characteristic over a moderate range 
of load. 

Quite apart from load variations, a single coil and commutator, 
as shown by the graph in fig. 10, will provide only a sinusoidal and not 
a steady E.M.F. The diJficulty is overcome by using a number of con- 
ductors arranged around a central cylindrical axis or drum to constitute 
the drum arrmture. These conductors are connected partly in series 
and partly in parallel according to the precise design of the particular 
dynamo, but their essential function is that each contributes a certain 
amount to the total E.M.F. When one conductor moves to a fresh 
position its former place is^ occupied by a neighbouring conductor, so 
that the total E.M.F. remains constant except for a sUght ripple, the 
elimination of which, if required, is obtained by some smoothing demce 
such as the choke coils and condensers described on p. 158. j 

8. The Transformer, 

The simple arrangement of the two solenoids described on p. 114 
constitutes a form of transformer. If the secondary coi^ has a large 
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number of turns compared with the primary coil it 'may be found 
that on completing the primary circuit with a battery of a few volts, 
the temporary E.M.F. set up in the secondary is of the order of 
several thousand volts. The low voltage in the primary has therefore 
been transformed into a much greater voltage by a step-up transformer. 
The process is entirely xeciprocal and a large voltage applied to the 
secondary from some external source would result in a correspondingly 
small voltage being temporarily produced in the primary, the latter 
now acting as a low- voltage secondary. Such arrangements are known 
as step-up and step-down transformers respectively. To increase the 
magnetic flux between the primary and secondary circuits, the sole- 
noids are usually wound concentrically on formers of magnetic materials. 
For such instruments no simple relation exists between the voltage and 
the number of turns in the coil, but for the less efficient case of an air- 
core transformer it is approximately true that 


Ej, nj 


(13.24) 


where and Ej, are the secondary and primary E.M.F.s and Us and 
the nupibers of turns in the secondary and primary coils respectively. 

In order to provide a continual difference of potential in the secon- 
dary, arrangements must be made to maintain a continual change in 

the magnetic flux. This may be 
achieved (1) by making and break- 
ing the circuit repeatedly, (2) by 
using an alternating current in the 
primary. 

. The latter method is generally 
the more convenient. With the 
former, either an electromagnetic 
trembler or a rotary mercury make 
and break may be used. The opera- 
tion of the trembler is described as 
part of the induction coil in section 9. 
The rotary mercury make and break 
as shown in fig. 13 commonly con- 

Ftg, 13, — Rotary Mercury Make arid Break sists of, an cleotric motor attached 

* ' to a centrifugal device which shoots 

a jet of mercury against revolving metal blades.. The instrument runs 
in an atrnasphere of coal gas to prevent oxidation at the spark. 

The power output available from the secondary of a transformer 
cannot be greater than the power input in the primary. Consequently 
the high E.M.F. in the secondary of a step-up transformer is accom-* 
pauied by a corresponding reduction in "the secondary current; whereas 
for a steprdqwn transformer s corresponding increase in current aCcom- 
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parties the reductfon in E.M.P. With no losses, the ideal relation would 
be 

(13.26) 


where E^,, are the E.M.F. and current at the primary and Eg, la the 
E.M.F. and current at the secondary. 

While the introduction of ferromagnetic material increases the 
magnetic linkage between primary and secondary, it introduces other 
losses in the form of hysteresis and eddy currents. 

ir!l The Induction Coil. 

The induction coil is a particular form of transformer usually 
designed to give a potential of several thousand volts when a few 
volts and amps are applied to the primary. It is of great practical 



importance in providing the spark for automobile ignition, and in 
providing a suitable source of power to operate X-ray and other dis- 
charge tubes. As shown in fig. l4, it consists of concentric solenoidal 
primary and secondary coils P and S wound on a bundle of iron wires 
which act as a core. Intermittent current is provided by the electro- 
magnetic make and break across which a large condenser C is usually 
inserted. The practical function of the latter is to reduce the spark at 
the break by providing an alternative circuit for the battery which 
charges the condenser when it is no longer able to send a current 
through the primary. The condenser, of course, discharges through the 
primary at the make. 

10. The Electrip Motor. 

As shown in fig. 16, the electric motor is in principle very similar 
in construction to the dynamo, and in fact operates by the reverse 
process. It consists of an armature and field coils and may be 
series wound, shunt Wound or compound wound. In the series-wound 
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motor, for example, rotation is produced by the Interaction of the 
magnetic fields excited in the field coils and the armature when current 
is sent through the motor from an external supply. To produce con- 
tinuous rotation a commutator is necessary to reverse the current so 
that portions of the armature which are attracted at any instant to the 
field coils are repelled at the appropriate instant later. The angular 

momentum of the armature is suf- 
ficient to carry it beyond the ‘‘dead” 
position and a continuous rotation 
results. 

Now a motor when running con- 
stitutes a dynamo, and therefore 
generates an E.M.F. which by Lenz’s 
law opposes the externally applied 
E.M.F. This back E.M.F. substan- 
tially reduces the current through the 
motor, when it is running steadily, 
below the value it has when the 
motor is first connected and no back 
Fig. 15.- Simple Electric Motor E-M.F. has been generated. Motors 

are therefore fitted with variable 
resistances to avoid overheating of the machine by initial excess 
currents. These resistances are gradually cut out as the steady 
operating conditions are reached. 

The efficiency of electric motors is usually considered from three 
aspects. The electrical efficiency is defined as 

Power obtained on rotation 
Electrical power supplied 

The mechanical efficiency is defined as 

Brake output (see Part I, p. 43) 

Electrical power spent in producing rotation 

The commercial efficiency is defined as 

Brake output 
Electrical power supplied’ 

We are particularly interested in the electrical efficiency F, If the back 
E.M.F. developed is E\ and the current in the armature is /, the power 
obtained on rotation is E'l, while that supplied to the motor is El, 
where E is the E.M.F. applied to the terminals. Hence 

^ ^ EI^ E' ‘ * • 



. . (13.26) 
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For maximum possible efl&ciency F = 1, and hence feom (13.26) 
W == E. Clearly such a state of affairs could never be reached, for no 
current would then flow through the motor. In practice when such a 
condition is almost reached, the motor rotates very rapidly but very 
little power is available for external work, as the following considera- 
tions show. If the power obtained is P, 

P = E'I ==.I{E-IR), .... (13.27) 

since E' = E — IR, where R is the resistance of the motor. The con- 
dition for maximum power is obtained by differentiating (13.27) thus: 

^ = 0 = - 2ZiJ 

di 


or P' - (13.28) 

Analogous considerations hold for the efficiencies of the dynamo, but, 
as with design, each machine requires special treatment and general 
considerations are of little value. 


* 11. Ballistic Galvanometers. 

The galvanometers described in Chap. IX were intended for use 
in measuring “ steady currents either in the form of direct current or 
of alternating current of constant amplitude. Ballistic galvanometers 
are designed to measure currents of short duration, such as result from 
the charging or discharging of a condenser, or that arise from the 
presence of self or mutual inductance in the circuit. Both suspended 
magnet and suspended coil instruments are available, but the formulae 
deduced differ from steady current relations in that they involve the 
time of oscillation of the suspended system. 

Considering first the moving magnet type of tomgmL galvanometer 
design, it is essential that the inertia of the moving system should be 
large enough to ensure that the discharge has passed before appreciable 
rotation has occurred. Suppose the current in the coil is i at any time 
t, that the magnetic field at the centre due to unit current in the gal- 
vanometer is G, and that the pole-strength of the suspended magnet is 
m. Then we have that the total impulse 

P f Gim dt = Gm f idt = Omqy . . (13.29) 

•'o •'o 

where q'^is the total quantity of electricity discharged. If 2? is the 
equivalent length of the magnet, the moment of impulse about the 
axis is 

2l.Gmq^ GMq, (13.30) 
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where M is the moment of the suspended magnet. This equals the 
product of the angular velocity of rotation to of the magnet and its 
moment of inertia K. Hence 

Koj^GMq (13.31) 

ff 6 is the maximum angle of swing, the total kinetic energy imparted 
to the magnet eventually becomes potential energy in the earth’s 
field. We therefore have 

= MH (1 - cosd), .... (13.32) 


from fig. 16. Eliminating to from (13.21) and (13.22), we obtain 




K 

MH' 2‘ 


. . . . (13.33) 



Now the time of oscillation T of the suspended magnet under the earth’s 
field alone is given by 



so that, eliminating K and M from (13.33) and (13.34), we find 

HT .6 Qfc\ 

^ = 

The quantity of electricity discharged is therefore proportional to the 
sine of half the angle of throw. 

With the smpended coil galvafumeter, if we consider initially for 
simplicity a rectangular coil of vertical side I and breadth b, the total 
impulse on one side is 

P=: f^Fildi^Flg, .... (13.36) 

where F is the force of the magnetic field in which the coil is situated. 
The moment of the impulse about the axis is therefore 

Flqb = FqA = Koj 


(13.37) 
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(the angular momentuia), A being the area of cross-section of the coiL 
If the final angle of swing is 0, then the kinetic energy is ultimately all 
converted to potential energy in the suspension. Hence we have 

= (13.38) 


where c is the constant of the suspension. Eliminating from (13.37) 
and (13.38), and remembering that the time of free oscillation of the 
suspended coil uiider the torsion in the fibre is givfen by 



= . . . 

c 

. . . (13.39) 

we find 

® ■ ■ ■ 

. . . (13.40) 


The quantity of electricity discharged through the suspended coil 
galvanometer is therefore directly proportional to the maximum 
throw 0. 


* 12. Damping. 

The maximum throw which is observed is not as large as the throw 
to be expected theoretically, owing to two damping factors. The 
first of these is the air resistance to the motion of the coil. The second 
factor is the electromagnetic damping. As the coil swings in the per- 
manent magnetic field F, by Lenz’s law induced currents are set up 
in the coil which produce magnetic fields which interact with the 
primary field F so as to oppose the continual motion of the coil. If 
successive values of the maximum throws of the galvanometer as the 
energy dies away are given by di, ^ 4 ? then it is found that 

^ ^ ^ constant. . . (13.41) 

02 ^4 

The constant ratio of successive throws is termed the decrement, and 
we introduce, for reasons which will be clear in a moment, the logarith- 
mic decrement log^d = A or c? = From (13.41) we have for 

two successive throws on the same side 

^ = exp. (2A) (13.42) 

Since for a whole swing the decrement is exp. (2A) while for half a 
swing it is exp. A, we infer that for a quarter swing such as constitutes 
the ordinary throw from zero to its maximum position, 

e A 


(13.43) 
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where d is the theoretical value of the swing and 6^ is the observed 
swing. Expanding the exponential and taking the fost two terms as 
a sufficiently good approximation, 

d = exp. = d, ^1 + ... (13.44) 

It is important to note that T in (13.40) is the time of oscillation on 
open circuit. 

Ballistic galvanometers are calibrated by the use of a small direct 
ourrent. If the potential is E across the galvanometer, and the resis- 
tance of the circuit is R, then assuming it is a tangent instrument and 
the deflection is di, 

/-| = |tandi (13.45) 


Hence, substituting for HjQ in (13.35) from (13.45), for small angles of 
d and we have 




For the suspended coil galvanometer, the steady deflection dj due 
to a current I = E/R is from (9.6) given by 


E 

R 



(13.47) 


Substituting E/RBi for c/AF in (13.40) we obtain 

-?L L 

^~2nR9i ' ' 


. . (13.48) 


thus showing from the equivalence of (13.46) and (13,48) that the two 
galvanometers obey identical formulee for small deflections. 


* 13. Applications of Ballistic Galvanometers. 

(i) Gomparison of Capacities, 

Much more convenient than the electrostatic methods described in 
Chap. IV, section 4, is the comparison of capacities with the ballistic 
galvanometer. A typical circuit for this purpose is shown in fig. 17, 
where a depression of the tapping key charges the condenser with a 
charge q = £0, where E is the potential supplied by the battery and 
G is the capacity of the condenser. On releasing the key, the con- 
denser is discharged through the ballistic galvanometer, and a deflec- 
tion proportional to the charge is obtained. If the applied potential is 
kept constant, the deflections given by the discharge of different con- 
densers are directly proportional to their capacities. 
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The practical unit of capacity is the farad which is defined as 
one coulomb divided by one volt. Small capacities are expressed in 
naicrofarads. 

^ii) Measurejnent of Mutual Ind/uctance, 

Suppose the current in the primary of a mutual inductance at any 
instant is and in the secondary h and that the mutual inductance 
is My while the self-inductanee of the secondary is Lg* Then applying 
Ohm’s law to the secondary after the fashion of section 4 of this chapter 
we have 

+ + = ... (13.49) 

where is the resistance of the secondary circuit. Integrating (13.49) 
with respect to time from t ^0 tot ^ oo we get 



Fig. 17. — Ballistic Galvanometer and Capacities 


The first term in (13.50) is zero at both limits, so we obtain 

f dl,=:- f I,dt (13.61) 

-'0 ‘'0 

Now the term on the R.H.S. represents (ignoring sign) the quantity 
of electricity q which has circulated round the secondary circuit, and 



MT 

Hence q - ^ ^ (13.52) 

JX2 

If the current in the primary had been reversed from +^o ^ -^0. the 
quantity circulating in the secondary would be double that given by 
(13.52). Since the quantity q can be easily measured with the ballistic 
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galvanometer, application of (13.52) allows the mutual inductance to 
be calculated. 


(iii) Measurement of Magnetic Field Strength. 

The strength of a magnetic field which is uniform over a large volume 
may be measured with the earth-inductor described in section 6. For 
the powerful magnetic field between the poles of an electromagnet 
where the homogeneity of the field is restricted to a very small volume, 
the best method is to use the fluxmeter described in the next section. 
The ballistic galvanometer, however, provides a method both con- 
venient and accurate, as follows. A small flat circular coil termed a 
search coil is connected in series with the ballistic galvanometer and is 
initially situated between the poles of the electromagnet. It is then 
rapidly flicked away and the throw of the ballistic galvanometer is a 
direct measure of the magnetic field strength. Provided the induced 
charge has circulated through the ballistic galvanometer before the 
suspended coil of the latter has started to move, the magnitude of the 
tlirow is independent of speed of removal of the coil. If R is the resis- 
tance of the galvanometer and search coil, and the magnetic flux is 
N, then the current circulating through the coil at any time t during 
the process of removal is, by equation (13.1), 


^ R dt^ 


(13.53) 


and since the quantity of electricity dq which flows through the circuit 
in time dt\&I dty (13,53) may be written 




Jo R' 


(13.54) 


and hence the total charge q which circulates through the ballistic 
galvanometer is 



(13.55) 


Now the flux N = FAn^ wh^re n is the number of turns in the search 
coil of area A and F is the strength of the magnetic field. Hence we 
have 

= (13.56) 

(iv) Hysteresis Curve. 

It frequently happens that it is inconvenient to use a specimen in 
the form of a short rod when the hysteresis characteristics (see next 
Chapter, section 6) are required. A dynamical method is available in 
which the specimen is in the form of an anchor ring, thus forming a 
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closed magnetic circuit, A primary circuit P consists of an endless 
solenoid of turns per unit length wound on the ring: the secondary 
circuit S, which is connected to the ballistic galvanometer 6, consists 
of a few turns of wire wound close together round the primary at 
one spot. Then, when the current is established in the primary, as 
shown in fig. 18, if the flux linked with the secondary circuit is iV, by 
equation (13.55) the, quantity of electricity which circulates through 
the secondary circuit h /R, where the sign has been omitted as 

it only signifies the direction in which the charge circulates. Now 

N = BAn^, (13.57) 

where B is the magnetic induction in the ring and A is its area of cross- 
section, so we obtain 

(13.68) 



The magnetic field producing this flux is that due to an endless solenoid 
as given by equation (10.17). Hence, since qoc6 where 8 is the throw 
of the ballistic galvanometo, Bocd; and H the magnetizing field 
is proportional to the primary current /, so that the curve obtained 
by plotting 6 against I will give the B-H curve. This gives, of course, 
one half of the hysteresis loop if difierent values of I are hsed. The 
other half of the hysteresis loop is plotted from symmetry with the 
first half. In practice, the maximum saturation current is' first used, 
and it is usual to reverse the current so as to obtain double the throw 
in the ballistic galvanometer. Indeed a reversing key K must always 
be included in the primary circuit to reduce the iron to a cyclic state 
by subjecting it io several reversals of current between each reading. 
To obtain B absolutely, the ballistic galvanometer must be calibrated 
by reversing a current through known mutual inductance M, which 
must remain in4)he oireuit throughout the hysteresis experiment, so that 
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the resistance R of the secondary circuit remains constant throughout 
the experiment. 

The standard mutual inductance is usually in the form of a long 
straight primary solenoid, round the centre of which are wound a few 
turns of wire to form a secondary circuit. The flux through the 
secondary consequent on reversing the current in the primary is, from 
equation (13.8), 

N = 2 X iTTn^n^Al (13,59) 

where is the number of turns per unit length of the primary, Wg is- 
the total number of turns of the secondary, A is the area of cross- 
section of the solenoid, and 1 is the maximum steady current in the 
primary in electromagnetic units. Such a standard magnetic flux is 
useful in calibrating the balKstic galvanometer when using it to measure 
the strength of a magnetic field as described in section (iii). 


* 14. Grassot Fluxmeter. 


The Grassot fluxmeter consists essentially of a moving-coil galvano- 
meter in which the restoring torque in the suspension is negligibly 
small. The pointer attached to the coil therefore has no definite zero 
but remains normally at rest in any position on the scale. It is con- 
nected to a standard search coil and is initially calibrated by establish- 
ing a known magnetic flux through the coil. The point of particular 
interest about the instrument is that the deflection obtained on remov- 
ing the coil from a given field whose value is required depends only 
on the initial and final value of the flux through the search coil and is 
quite independent of the speed of removal. To prove this, suppose 
that the current through the coil is I at any instant when the E.M.F. 
is E, and that the resistance of the fluxmeter circuit is JK. Then 
I = E/R, and from the theory of the moving-coil galvanometer in 
Chap. IX, the couple on the moving coil is 


K 


(13.60) 


where n is the number of turns in the galvanometer coil, H is the 
magnetic field in which it moves and A is its area of cross-section. 
This couple results in an angular acceleration such that 


dco _ nEAH 
It 


. (13.61) 


where K is the moment of inertia of the moving coil about its axis of 
suspension, and a> is its angular velocity of rotation. Now the E.M.F, 
is the difference between the E.M.F. dNjdt due to the search coil 
cutting the flux of the magnetic field, apd the back E.M,F. due to the 
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rotation of the galvanometer coil in its own magnetic field H. Hence 
E = ~ .... (13.62) 

since from equation (13.22) the back E.M.F. produced by the rotating 
coil is AHo) if 0 is small. Substituting from (13.61) in (13.62) and 
integrating with respect to t, we obtain 

where to = ddidt. The expression on the K.H.S. is zero at both limits 
since the galvanometer coil goes from rest to rest, that is a> = 0. 
Hence (13.63) becomes 



or (13.64) 

where Sq is the change in reading of the pointer of the fluxmeter and 
N is the total change in the magnetic flux linked with the search 
coil, 

* ld« Discharge through a Divided Circuit. 

We have seen in Chap. XI that with steady currents the current 
divides in a two-branched circuit in inverse proportion to the resis- 
tances of the branches. We shall now obtain a corresponding result 



Fig. IQ. — Discharge through Divided Circuit 


when discharge of a system takes place through a two-branched circuit, 
such as that shown in fig. 19, where the inductance and resistance of 
one arm are and IZi^-and of the other, I /2 and iJg. If the E.M.F. 
across each partial circuit is E at any time t, we have 
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for the first circuit, and 

L,^ + R,h = E 


for the second circuit. Hence 


^ Ji' •"■jf * 

where we have integrated with respect to t. Now 7^ and are both 
zero at the beginning and end of the discharge. Hence the first terms 
on both the E.H.S. and L.H.S. of the preceding equation are zero. 

But / Iidt:=^ 2 ^ 1 , and / l^^dt = where q^ and q^ are the charges 
•'o *'0 

which pass through the two arms respectively. Hence 


?i = 
^2 


(13.65) 


so that the distribution of charge depends only on the resistance and 
not upon the inductance of the circuit. A ballistic galvanometer may 
therefore be used with a shunt which has been fitted for steady current 
conditions. 


^ 16. Application of Bridge Methods to Varying Currents. 

We have already seen in Chap. XI how the Wheatstone bridge 
affords a very valuable null method for the* accurate measurement 
of resistance to steady currents. Exactly analogous methods have 
been devised to compare inductances, capacities and resistances, or 
even an inductance with a capacity, and so on. The number of such 
bridge circuits, especially when used in conjunction with oscillatory 
circuits described in the next chapter, is legion, and we shall select 
just a few simple examples for our purpose. / ' 

(i) JJoniparison of Self -Inductances, 

The two self-inductances and are connected in the arms of 
the bridge, as shown in fig. 20, together with resistances P, Q, R and 
S, of which either P and Q, or R hhd S, must both be variable. A bal- 
ance is first obtained for a steady current. We then have from the 
standard Wheatstone relation: 

. .. . .. . . (13.65a) 

The additional condition yrhich is now ‘required is that no momentary 
discharge is registered by the ballistic galvanometer when the battery 
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circuit is made or broken. We proceed to show that on this condition 


£2 R S' 


. . (13.66) 


In general, the particular ratio of PjR chosen for a balance on steady 
currents will not satisfy equation (13.66) simultaneously, and the ratio 
PjR must be changed imtil this condition is satisfied. The operation 
of the bridge depends on rate of growth of potential at A and C re- 
maining the same as the currents rise to their steady values in the two 
arms on completing the battery circuit. From our considerations of 
section 5 this equality of growth requires that the time constants shall 
be the same for the two arms. Hence 


A _ ^2 
P+Q R + S^ 


and on combining this equation with (13.65a) we obtain equation 
(13.66). 



(ii) Comparison of Capacities, 

This bridge, due to de Sauty, is shown in fig. 21. In operation it is 
completely analogous to the inductance bridge described in the pre- 
ceding section. There is, of course, no question of balancing the circuit 
for steady currents in this case. The condition for no throw in the 
ballistic galvanometer on completing the battery circuit is that the 
time constants of the two arms of the bridge shall be equal. From 
considerations analogous to those of section 6, the equality of the time 
constants of circuits containing capacity and resistance requires 

CyR^^C^R^l 


(f885) 


to 
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and hence 


(13,67) 


(iii) Comparison of Capacity and Mutual Inductance hy CampbelVs^ 
Bridge, 

As an example of the use of an alternating current bridge to com- 
pare capacity and mutual inductance, we use the circuit shown in fig* 
22. With A.C. circuits the galvanometer could be either of the soft- 
iron or hot-wire t)rpe, but the sensitivity of such instruments is gener- 
ally too low for accurate work. In practice the most common device 
is to replace the galvanometer by a telephone T, and to determine by 
the ear when no current is flowing through the telephone and the 
circuit is therefore balanced. The A.C. supply which replaces the battery 
used for steady current work must, of course, be of audio-frequency* 
With the current disposition shown in fig. 22, for no current through 
the telephone we have, considering circuit DEA, 




or, since / = -f- 




dt 


(13.68) 


For the circuit DBA, since A and D are always at the same potential, 
where q is the charge on the condenser and equals //idt. Hence 

T»T n T 1 CT 7. 


R ^ A-h — R^ 
^ dt df 


(13.69) 


Eliminating dijdt from equations (13.68) and (13.69) we obtain 

+ (s.-^)7, = 0. (13.70) 

Now the first term in equation (13.70) is a function of the rate of change 
of the current while the second is not. Hence each term must vanish 
separately^ so that 


L jR + ^ M 

_ = _^and^ 


(13.71> 
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The resistances are therefore adjusted until no sound is heard in the 
telephone, when application of equation (13.71) gives the comparison of 
the inductances and capacities. 



(iv) Conductivity of an Electrolyte, 

The resistance or the conductivity of an electrolyte is required for 
various purposes, as for example when an estimate of the mobility of 
the ions is required as described in Chap. XII, section 6. Owing to the 
presence of polarization and the chemical action at the electrodes 
attendant upon electrolysis, the use of a direct current is inadmissible. 
By the use of an alternating current, the ordinary Wheatstone bridge 
methods may be applied directly to the solution, as shown in fig. 23. 
The resistances P and Q represent the ratio arms in the usual fashion, 
and R is adjusted imtil minimum soimd is heard in the telephone T, 
which replaces the galvanometer normally used in D.C. work. 

17. Absolute Determination of Besistance. 

We have already described how the absolute unit of current is 
defined and measured by its magnetic or chemical effects. Of the 
remaining quantities, the imit of resistance or absolute ohm is deter- 
mined independently, while the unit of E.M.F. is derived from the other 
two units by application of Ohm’s law. The absolute ohm has been 
determined by methods based on: (i) the measurement of the deflec- 
tion of a compass needle from the magnetic meridian due to the mag- 
netic field of a rotating earth-inductor. The resultant deflection depends 
only on the area of the coil, its resistance and ntunber of turns, and its 
angular velocity of rotation; (ii) the method of Lorenz which we 
describe below; (iii) the use of a suspended magnet ballistic galvano- 
meter and a standard mutual inductance. 
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Combining equations (13,52) and (13.35) we have 


HT . e 

' 7tQ 


(13.72) 


If is the steady deflection produced in the galvanometer when the 
steady potential across a resistance R in the primary (carrying a steady 
ciirrent is applied to the secondary circuit, including the galvano- 
meter, we have 


Rz 


H 

G 


tan Bj^. 


(13.73) 



Fig, 24. — Resistance by Lorenz’s Method 

Hence from (13.72) and (13.73) we have 

R = Ml^^ (13.74) 

so that on measuring T and calculating M from the dimensions of the 
mutual inductance, R is obtained absolutely. 

In Lorenz’s method, a metal disk is rotated in the magnetic field 
produced by a current passing through a mutual inductance consisting 
of two coaxial circular coils. As shown in fig. 24, the E.M.F. generated 
between the centre and the circumference of the disk is balanced 
against the difierence of potential between the ends of the resistance 
iJ, through which is passing the current which energises the coils of the 
mutual inductance. If the disk makes n revolutions per second we 
have 

hence R = nikf, 

*and by calculating M from the dimensions of the mutual inductance, 
R is obtained absolutely. Special devices must be introduced to obtain 
an accurately known low resistance for i2, and thermoelectric effects at 
the junctions of different parts of the circuit must be eliminated. 
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EXERCISES 

1. State the laws of electromagnetic induction and give examples of 
their application. 

2. Define the terms “ mutual induction ’’ and “ self-induction and 
calculate the self-induction of a solenoid of length 1, cross-sectional area A, 
and having a total of N turns. 

3. Show that for a circuit containing inductance and resistance, the 
growth and decay curves for the current are exponential and comple- 
mentary. 

4. Show that for a coil rotating uniformly in a magnetic field, the 
E.M.F. produced is sinusoidal and proportional to the angular velocity of 
rotation. How is the current rectified and smoothed ? 

5. Describe the use of the earth-inductor for finding the angle of mag- 
netic dip. 

6. Compare and contrast the operation of a dynamo and an electric 
motor, both of simple form. 

7. What are the essentials of a good transformer, and how are certain 
phenomena, avoided in transformer construction, put to use in other 
instruments ? 

8. Describe the construction and mode of action of an induction coil 
and give examples of its application. 

9. Obtain an expression for the throw of a ballistic coil galvanometer 
duly corrected for damping. How is such a galvanometer usually cali- 
brated ? 

10. Describe how the strength of a magnetic field is determined with 
a search coil and a ballistic galvanometer. 

11. How may a hysteresis curve be obtained by a dynamical method 
and what advantages does this method possess over the magnetometer 
method ? 

12. Give the theory of the Grassot fluxmeter, explaining clearly why 
the observed deflection is independent of the speed of removal of the 
search coil. 

13. Obtain an expression for the distribution of discharge through a 
two-divided circuit, and hence show that a shunt fitted to a ballistic gal- 
vanometer under steady current conditions is still suitable when used for 
sudden discharges. 

14. Describe two methods by which two capacities may be accurately 
compared. 

15. Explain clearly how the conductivity of an electrolyte is deter- 
mined. 

16. Describe one method by which resistance may be measured abso- 
lutely. 



CHAPTER XIV 


Magnetic Properties of Materials 

1. Introduction. 

All substances show reaction to a magnetic field if the latter is 
sufficiently intense. This is consistent with the electron theory of 
matter (see Chap. XX), since the incessant motion of the electrons, on 
the dynamic model of the atom, is equivalent to electric currents, 
which are always associated with magnetic fields. Certain groupings 
of electrons, however, are far more effective in producing a resultant 
magnetic field than others, and the most effective of these constitutes 
the ferromagnetic group. We shall commence with a series of defini- 
tions based on the observed behaviour of materials in this strongly 
magnetic group. 

2. Intensity of Magnetization. 

As we have seen in Chap. VI, the effect produced by a magnet 
depends on the distance apart of the poles as well as on the pole strength, 
and consequently the magnetic moment is a better criterion of the 
“ strength ’’ of a magnet than the pole strength alone. Since a magnet 
is three-dimensional, a concept still more relevant to a real magnet 
is the intensity of magnetization, I, of a specimen, which is defined as 
the magnetic moment per unit volume, that is 

/ = f, (14.1) 

where F is the volume of the specimen, and M its magnetic moment. 
If the magnet is rectangular as shown in fig. 1, and the area of cross- 



Fig, I. — Intensity of Magnetization 


section is a, the pole strength m and the length 21, since M = 2ml and 
F = 2Za, (14.1) may be written 

j _ 2ml ^ m 
2la a’ 


liiQ 


(14.2) 
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or the intensity of magnetization is equal to the pole strength per unit 
area or pohr density. This last definition is useful but must be accepted 
with reserve, since (1) the magnetic pole is not in fact spread over the 
area of the end of the magnet in the same way as electric charge in the 
corresponding case of a charged conductor, (2) the length 21 used in 
defining the magnetic moment is the equivalent length of the magnet 
whereas in computing the volume it is the geometrical length. 

3. Magnetic Susceptibility. 

If a specimen acquires an intensity of magnetization / as a result 
of being in a magnetic field jBT, the magnetic susceptibility h is defined 

by 

* = ^ (14.3) 

The quantitative definition is consistent with the qualitative concept 
of susceptibility as a measure of the ease of magnetization of a speci- 
men. 


4. Magnetic Intensity near Flat Poles. 


By analogy with the electric intensity between two flat condenser 
plates, the magnetic intensity near two flat magnetic poles is obtained 
directly. The laws are exactly the same 


since they are based in both instances on 
the inverse square law. Eeferring to fig. 2, 
and assuming that the polar density is 7, 
we have by analogy with (3.16), li F is 
the strength of the magnetic field between 
two (infinite) flat poles, 

F==47r7, . . (14.4) 

while the effect due to a single pole is, 



from (3.17), 

jP = 277/. . . (14.6) 


Fig. 2. — Field between two 
Flat Poles 


Finally, by analogy with (3.18), the mechanical force of attraction P 
between two flat poles of area A situated close together is 

P=^2rrPA (14.6) 


Gauss’s theorem is directly applicable to problems in magnetism just 
.as in electrostatics. 
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Magnetic Induction and Permeability. 

If a bar of ferro-magnetic material is placed with its longest axis; 
parallel to a uniform magnetic field H as shown in fig. 3, the number 
of lines of force crossing unit area in the bar perpendicular to its axis 
is increased above H due to the original field, owing to the partial 
magnetization of the specimen. If the intensity of magnetization ia 
/, then from the preceding section, the intensity of the field at P in 
fig. 3 due to the molecular orientation is 47rZ. Hence, the total mag- 
netic intensity or the number of lines per unit area is given by 

E = H + 477/, (14.7) 

where B is termed the magnetic induction in the specimen. 


H 



^ Fig. 3, — Magnetic Induction 

The ratio of the magnetic induction to the inducing field is defined 
as the permeability of the specimen, that is, 

M = | (14.8) 

Substituting from (14.3) and (14.8) in (14.7) we obtain 

1 + 477 * (14.9) 

Hence, if one of the magnetic constants /a or * is known, the* 
other is easily calculated from (14.9). If the space between and around 
two theoretical unit poles is filled with material of permeability fi,. 
there is a reduction in the force of attraction between the poles pro- 
portional to the permeability of the medium, and the law of force^ 
becomes 

rr ^ ^1^2 


(14.10) 
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6. Magnetic Constants and Magnetic Hysteresis. 

To determine the magnetic susceptibility of a specimen of ferro- 
magnetic material the apparatus shown in fig, 4 may be used. It 
consists essentially of a deflection magnetometer similar to that de- 
scribed in Chap. Vll, section 4. On one of the arms of the magneto- 
meter is a solenoid S to enclose the specimen, which is in the form of a 
thin rod. On the other arm is a compensating coil C, the purpose of 
which is to neutralize the effect of the magnetic field of the solenoid as 
distinct from the magnetic field produced by the magnetized specimen. 
Compensation is first obtained by removing the specimen, using a 
fairly high magnetizing current and adjusting the position of solenoid 
and compensating coil until no deflection is shown in the magneto- 
meter. The current is then cut off, the unmagnetized specimen in- 



Fig. 4. — Determination of Magnetic Susceptibility 


serted and a small current sent through the solenoid. The magnetic 
moment of the specimen is calculated from equation (7.12) for the 
standard end-on or Gauss A position. The intensity of magnetization 
is obtained by dividing the measured magnetic moment by the meas- 
ured volume of the rod. Finally, the intensity H of the magnetizing 
field of the solenoid is assumed to be that given in equation (10.13) for 
an infinite solenoid. Hence the magnetizing field is proportional to 
the current J, and the intensity of magnetization to tan 0, where 9 
is the magnetometer deflection. A graph of tan 0 against I is shown in 
fig. 6. The susceptibility h, defined from (14.3)j is given by the slope 
of the tangent to the curve at any point. The susceptibility of ferro- 
magnetic substances therefore varies with the inducing field as shown 
in fig. 6. As the specimen acquires magnetic saturation the suscepti- 
bility approaches zero. The permeabflity is calculated from (14.9) 
when the susceptibility has been measured. Similarly the B-H curve 
is constructed from (14.7) after the I-H curve has been obtained. 

It is very important in plotting fig. 6 that the current should be 
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iAcreased continually by small amounts, and that no temporary re- 
duction of current is allowed to occur during the experiment. After 
saturation has been reached, if the current is reduced steadily by 
increments equal to those by which it was increased it is found that 



Fig. 5- — Intensity of Magnetization and Field 


the specimen does not retrace its original path. The intensity of mag- 
netization lags behind the reduced inducing field giving the curve 
BC shown in fig. 7. The ordinate OC is termed the residual magnetism 
of the specimen. To reduce the magnetization to zero, the current 
through the solenoid must be reversed in direction. If this is done and 



Fig. 6. — Susceptibility and Field 



the strength of the current continually increased, the magnetization is 
eventually destroyed. The abscissa DO is termed the coercive force of 
the specimen, as it represents the strength of field required to demag- 
netize the specimen. Further increase of the current in the reverse 
direction results in magnetic saturation in the reverse direction. 
Finally, if the current is reduced to zero and again increased to its 
maximum in the original direction, the path EF6B is traversed. 
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The path BCDEFGB is said to constitute a hysteresis cycle or loop and 
has many important properties. For example, it is shown in section 7 
that the area enclosed by the loop represents electromagnetic energy 
which is converted, usually wastefully, into heat. Such a transforma- 
tion occurs in the iron cores of transformers running on alternating 
current in the primary. Consideration of the hysteresis curves of 
various ferromagnetic materials makes it possible to choose a thin 
loop with minimum hysteresis loss. Soft iron has a thin loop while 
hard steel embraces a considerable area. 


* 7. Energy Loss due to Hysteresis. 

We shall show that the area of the I-H hysteresis loop represents 
the loss of energy when the material is taken round the loop. From the 
molecular theory of magnetism, let M be the magnetic moment of any 
one of the molecular magnets, and suppose that at some stage the axis 
of this molecular magnet is inclined at d to the field direction. Then 
the component of magnetic moment parallel to the field is M cos 0, 
and perpendicular to the field it is M sin 0. Hence for all the molecules 
in unit volume, remembering that the magnetic moment per unit 
volume is by definition the intensity of magnetization /, 


SM cosd == 7, 
SM sind = 0, 


(14.11) 


since there is no resultant magnetism perpendicular to the magnetic 
axis. 

Now the couple acting on any one of the molecular magnets when 
it is inclined at 6 to the field is, from (7.2), 

(14.12) 

and the work done in rotating the molecular magnets through further 
angles (— -dfl), resulting in an increase in the intensity of magnetization 
dl of the specimen is 

dif = SM7f8in0(-rftf) 

= -~H.SAfsin0.d0. . . (14.13) 

Differentiating the first of equations (14.11), 

.de, .... (14.14) 
and substituting from (14.14) in (14.13) we have 

dW=-H. dl, 

and hence the work done in a complete hysteresis cycle is 
W = = area BCDEFGB. 


(14.16) 
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Now if B is the naagnetio induction, 

s = fir + 47 tJ, 

or, by differentiating, 

dB^dH + iirdl, 


Substituting from (14.16) in (14.16) we obtain 



■^^sat HdB 



^^satHdH 

-^sat ‘ 


(14.16) 

(14.17) 


The second term on the R.H.S. in (14.17) is zero, since fi'dfif = d{\H^)^ 
and hence 



HdB. 


. . (14.18) 


The definite integral in (14.18) represents the area of the loop of tho 
B-H curve, which can be drawn by means of (14.7), and is of similar 
shape to the hH curve (fig. 7). 

The following approximate expression was given by Steinmetz for 
the energy loss due to hysteresis: 

Work done per cycle = 

where rj ia b, constant for a particular substance, usually lying between 
10~2 and lO"'®, and ^ f^he saturation value of the magnetic induc- 
tion. 


8. Paramagnetism, Diamagnetism and Ferromagnetism. 


Careful examination of the behaviour of substances in a magnetic 
field shows that they may be classified in two distinct groups according 
to the behaviour of a rod or elongated portion of the material. If the 
substance moves so that the axis of the rod or the main bulk of the 
material moves from a weaker to the strongest portion of the field when 
the latter is established (say by switching on an electromagnet as 
shown, in fig. 8) the substance is said to be paramagnetic. If a rod of 
the material sets transversely to the field, or if its main bulk moves 
from stronger to weaker portions of the field when the latter is estab- 
lished, the substance is said to be diamagnetic. The ferromagnetic 


group behaves essentially as a very powerful paramagnetic group. 
One standard apparatus for examining the magnetic behaviour of 
substances is the Curie balance. As shown in fig. 8, this consists of a 
powerful electromagnet with its axes inclined at an angle so as to 


form a magnetic field with a pronounced field gradient along the 
aj-axis. It may be shown that the force along the »-axis at any 
point is 




(14.19) 
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per unit volume, where h is the susceptibility of the material By 
suspending the material from the arm of a delicate torsion balance, 
the susceptibility of very feebly magnetic substances may be deter- 
mined. The magnetic characteristics of gases are obtained by using 



x-dzis 


a hollow suspended quartz sphere filled with the gas. The effect of 
the quartz is determined by a preliminary experiment with the sphere 
exhausted. A comparison of the properties of diamagnetic, para- 
magnetic and ferromagnetic substances is shown in the accompanying 
Table. 


Property 

Diamagnetic 1 



Paramagnetic 

Ferromagnetic 

1, Nature. 

i 

Shown by solids, liquids and gases. 

A few solids 
only. 

2. h. 

Negative. 

Positive. 

Positive. 

3. fJL. 

< 1. 

>1. 


4. Variation of 
h with tem- 
perature. 

Independent 

Inversely as abso- 
lute temperature. 

Irregular, but 
decreases. 

5. Variation of 
k with jff. 

1 

Constant. 

Constant. 

Irregular, 
curve tend- 
ing towards 
zero k at 
saturation. 

6. Behaviour of 
compoxmds. 

k additive 

Irregular, 

Irregular, e.g. 
Heusler al- 
loys. 
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The fact that k is positive for paramagnetic and ferromagnetic 
substances implies that the polarity induced in these substances is 
opposite in sign to that of the inducing pole. On the other hand, with 
diamagnetic substances, induction results in poles of the same sign 
being formed in closest proximity, and hence the movement of dia- 
magnetic materials to the weakest part of the field is explained. 

While diamagnetic substances show independence of suscepti- 
bility with temperature, Curie's law states that the susceptibility of 
paramagnetic substances varies inversely as the absolute temperature. 
There is a final residual negative susceptibility shown both by para- 
magnetic and ferromagnetic substances when the temperature is raised 
sufficiently, that is, all substances becomes diamagnetic at some tem- 
perature. Another peculiarity in magnetic properties is the dependence 
on crystalline structure. For example, grey tin is diamagnetic and 
crystalline tin is paramagnetic. In compounds, the total diamagnetic 
susceptibility is equal to the sum of the susceptibilities of the com- 
ponents. Paramagnetic and ferromagnetic compounds are quite irregular 
in their behaviour. For example, the gas iron carbonyl is very feebly 
magnetic, while the Heusler alloys, the individual component metals of 
which are very feebly magnetic, have susceptibilities comparable with 
those of ferromagnetic substances. Since k is independent of H for 
diamagnetic and paramagnetic substances, the I-H curve is a straight 
line. These substances therefore do not show magnetic hysteresis or 
residual magnetism like the ferromagnetic group. We discuss the 
explanation of magnetism oh the electron theory in Chap. XX. 

9. Magnetic Circuit. 

If we consider the magnetic condition of a closed iron circuit of 
irregular cross-section as shown in fig. 9, we note that the number of 

lines of induction or the magnetic flux 
N is constant round the circuit. The 
magnetic induction B, therefore, de- 
fined as the number of lines of induc- 
tion per unit area of cross-section 
varies from place to place according 
to the relation 

iV = == &c., (14.20) 

where &c., are the magnetic 

inductions at points where the areas 
of cross-section are S^y &c. Now from section 4, Chap. X, the 
work done in taking a unit pole round a complete circuit of induc- 
tion is the magnetomotive force or M.M.F., that is 

M.M.F. = JHdZ, 



(14.21) 
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where the integral extends over the length of the circuit, and E is 
the field strength at any point. Now from equation (14.8), B — fiH 
and hence, from (14.20) and (14.21), we have 


or 


idlliiS' 


(14.22) 


Equation (14.22) is formally analogous to Ohm’s law of the electric 
circuit, if we compare M.M.F. with E.M.F., and the magnetic flux 
N with the electric current /. The quantity [dlhiS, which depends 
only on the length, area of cross-section and nature of the material 
comprising the circuit, is then clearly analogous to the electrical resis- 
tance and is termed the magnetic resistance or reluctance. 

Equation (14.22) provides a useful general method of solving 
electromagnetic flux problems. As examples we shall consider first 
an anchor ring magnet with a small air gap, and then an electromagnet 
of the conventional design shown in fig. 10. The M.M.F. is given by 
the work theorem, that is, it is 47r X current linked. Hence as at 
equation (10.17) we have for an amhor ring 

M.M.F. = 47T(27Trni), .... (14.23) 


where r is the radius of the ring and n is the number of turns per unit 
length. 

The total magnetic resistance is the sum of two resistances in series, 
that of the ring and that of the air gap. If the width of the gap is 
we have 


J jxS fiiS 


(27rr - d) 


. . (14.24) 


where /zj = 1 for the air gap, and the cross-section S is uniform. 
Hence, substituting from (14.23) and (14.24) in (14.22) we have 


From (14.20) 




. . (14.25) 


N 4w(27rmi)ja 

5“2jrr+(/*-l)d’ 


. . . (14.26) 


and the strength H of the field within the gap is obtained from 
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since /xj = 1, and within the iron by 


^ = j5//x = 


4:7r(27TTni) 


2itr + (/X — \)d* 


(14.27) 


The field due to the electromagnet in fig. 10 is calculated in a pre- 
cisely similar manner except that the total magnetic resistance be- 
comes 


f dl ^^1 I : ^^2 I ^3 



Fig. 10. — Reluctance of Electromagnet 


where /Sj, S 2 and are the areas of cross-section of the pole-pieces, 
the arms and the yoke respectively, and /Xj, ftgj ^^nd are the permea- 
bilities of the materials of which the three portions are made. 


EXERCISES 

1. Define the terms intensity of magnetization^ magnetic susceptibility y 
magnetic permeability and magnetic induction. How are these various 
quantities inter-related? 

2. Show how and why the general expressions for the field strength 
between infinite plane magnetic poles and infinite plane condenser plates 
are formally similar. Are the formulae derived for the magnetic or the 
electrical case likely to be in better agreement with practical observations? 

3. Obtain an expression for the electromagnetic energy lost in a hys- 
teresis cycle. Du paramagnetic bodies show hysteresis ? 

4. Write a short essay on diamagnetism, paramagnetism and ferro- 
magnetism. 

5. Explain the significance of the term magnetic circuit and use this 
concept to calculate an expression for the strength of the magnetic field 
inside a gap in the circumference of an electromagnet of anchor ring type. 




CHAPTER XV 

* Electrical Oscillations 


1. Introduction. 

The varying currents which we have so far encountered * when 
considering the presence of inductance and resistance in a circuit (as 
in Chap. XIII), or the discharge which passes through a ballistic 
galvanometer when connected to a search coil which is being used to 
explore a magnetic field, have all been pulses of short duration. By 
suitable choice of circuit, however, it is possible to produce continuous 
electrical oscillations in which the current surges first in one direction 
and then in the other. These o*scillations may be damped away gradu- 
ally as in the condenser discharge considered in section 2, or they may 
be maintained indefinitely either from an alternating supply or with 
an oscillation generator such as a radio valve circuit. 

2. Circuit containing Capacity and Inductance. 

Consider the circuit shown in fig. 1, in which a condenser C is dis- 
charging through an inductance L. The resistance in the circuit is 
assumed to be negligible, to simplify the cal- 
culation, but we shall consider later the effect 
of introducing resistance into the circuit. 

Suppose at any time t the quantities of elec- 
tricity on the plates of the condenser are 
+6) respectively, and let I be the current 
through the inductance from +Q to — Q, so 
that I = — dQjdt. 

The E.M.F. acting round the wire is the 
difference of potential on the plates, i.e. QjC, 

Hence (p. 117) 



£^ + ^ = 0. (15.2) 

This is the well-known Simple Harmonic Equation discussed in detail 
in Part I, Chap. HI, section 9. Initially let the plates be insulated 

(F598) 168 11 



Fig. I. — Oscillatory Circuit 
without Damping 
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from each other, and cany charges +Qo- At time t — Q, let them be 
short-circuited by the wire of inductance L. Then the solution of 
(16.2) is 

Q^Q,co8^ (15.3) 

for this gives Q == Go 1 = 0, for ^ = 0. The discharge is there- 
fore oscillatory, the period being given by 

J = 27rVZC (16.4) 

The energy W at any time t consists of two parts, associated respectively 
with the capacity and the inductance. When the charge is Q, tho 



former part is ^Q^jC (p. 24); the rate of increase of the latter part m 
I X E.M.F. = I . Ldl/dt == I (iLP). 

Hence IF = ^Q^jC -f ^LP (15.6) 


no constant being required, since initially 

F = W/C.andJ^ 


0 . 


Note that (16.1) may be obtained from (16.6) by using the fact that 

dWIdt^O. 

Since I — —dQ/dt, (16.3) gives 

— * .... (15.6). 


—=: sm , 

Vw Vlg 


the maximum value of which is 

Io=^QolVLC. 


In practice the oscillations gradually die away as shown in fig. 2^ 
This is due to the presence of resistance which transforms some of the 
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electrical energy into heat energy at each oscillation. It may be shown 
that, in the presence of resistance JB, equation (15.2) transforms to 





= 0 , 


. . (16.7) 


and (16.4) becomes 




27T 

VT/iG^yW 


. (15.8) 


so the time of oscillation is increased in the presence of resistance. 
It will be observed that the frequency of the oscillation depends on 
the product LC and the ratio R/L and not on the individual values of 
these three quantities. 


3. Forced Oscillations. 

A circuit containing inductance and capacity alone has a natural 
frequency of oscillation given by n = 1 /( 27 tVZC'), according to the 
considerations of the preceding paragraph. Consequently it corre- 
sponds exactly to any other vibrating system such as an organ pipe 
or a stretched string. We have seen in Part IV, Chap. IV, how any 
such system may be forced to oscillate if excited by some external 
oscillating supply, but that the magnitude of the excited oscillations 
is generally small except at resonance. Precisely similar relations are 
foimd if an alternating E.M.F., such as is provided by a dynamo 
without a commutator, is applied to a circuit containing inductance 
and capacity. At any time let the applied E.M.F. be £ == jBq sinp^, 
where Eq is the maximum amplitude"of the E.M.F. and its period is 27r/y . 
The total E.M.F. is now Q/C + E^sinpi, and equation (16.2) becomes 

L^ + ^==-E,sinpt (16.9) 


The forced oscillations which are set up will clearly be of the same 
frequency as the forcing supply and of simple harmonic form. The 
solution of (15.9) corresponding to the forced oscillations is therefore 
of the form 

Q — A sinpt + B cospt, .... (16.10) 
where A and B are constants. 

Just as in our treatment of the S.H. equation in Part I, p. 23, to 
determine A and B we differentiate (15.10) and substitute in (16.9). 
Hence we obtain 

^ = pA cospt — pB mnpt 




~p^(A ampt + B cospt). 


. . (15.11) 


and 
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Substituting from (16.10) and (16.11) in (15.9) we obtain 

—j)^L{A sin^ -f B cob pt) -j- ^ (A Binpt + B cos pt) 

^ = -Bo Binpt. (15.12) 

When t = 0, ainpt = 0 and coapt = 1 ; hence, substituting this con- 
dition in (15.12), (— + 1/C)R = 0, and therefore B = 0 (if we 
assume that —p^L -f I/O is not zero). When pt = 7r/2, sinjrf = 1 and 
coapt = 0; substituting this condition in (15.12) 

~p^LA + ^=^-Bo, 


or 


A 


E, 


(l/O^p^L) 


. . (15.13) 


and equation (16.10) becomes 

Q 


E. 


(lIC^p^L) 


Binpt. 


(16.14) 


The forced oscillation of Q is therefore in phase with the forcing oscil- 
lation, if p^L is greater than 1/C. If Lp == 1/Cp oi p = I/VLC, 
that is, if the forced oscillations are of the same frequency as the 
natural period of the circuit, according to (15.14) the charge Q be- 
comes infinite. With a circuit of zero resistance, if radiated energy 
is neglected (see Chap. XVI), this situation would occur. In practice, 
however, the resistance which is actually present acts as a damping 
factor and keeps the charge (and current) toite although large. 

We next consider the case of a circuit containing inductance and 
resistance. The electromotive force equation becomes 

L^^ + RI = Eo^pt, .... (15.15) 


and we solve this by precisely the same method as we have already 
used in this section. Assuming I = A sinpt -f B coapt, we find 


and 


A 

B 


EEq 

LY + R^' 

-LpE, 

LY + 


(16.16) 


Hence 


E 

^ ~ ^ cosyt). , (15.17) 


If we constmot a triangle as in fig. 3 with cos B — R[\/{L^‘^ -b R^), 
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sm0 ==: Lpj'\/{L^p^ + -R^)> and tan 6 = Lp/R, we may write (16.17) in 
the form 


1 = 


En 


V(Ly + R^) 


8m{pt—6), . . (16.18) 


The current oscillations are therefore of amplitude EqI\/(L^p^ + iJ^), 
and they are no longer in phase with the applied E.M.F., but lag 
behind it by an amount 0. Of course, if there is no inductance present, 
that is if L = 0, then 0 = 0, and the 
current is given by E^mipljR, The 
current is then in phase with the E.M.F. 
and is given by the ordinary ohmic 
relation. These considerations show 
that while capacity and resistance re- 
spond instantaneously to the applied 
E.M.F. , inducUxnce behaves as inertia. 

When inductance, resistance and 
capacity are present simultaneously, 
the treatment is similar to that already 
given. As it is rather lengthy we simply quote the results here. The 
equation differs from (16.7) by having —Eq mipt on the right. The 
charge Q on the condenser at any time t is given by 



E,(\ICv~Lj>) 


fO-jCp 


■ Lpf + 


sinj?^ 


p(llCp -- Lpf + pR^ 
and constructing a triangle as before with 

, IjOp-Lp 


cospt, 


tmd == 


R 


. . (16.19) 

. • (16.20) 


we obtain (15.19) in the simpler form 


E, 


VaiCp --Lpf + R^ 


8m(pt + 0). . (15.21) 


The phase angle 6 is positive or negative according as l/Cp is greater 
or less than Lp, 

Equation (15.21) bears a formal resemblance to Ohm’s law for 
steady currents if we consider the simple resistance R in the denomina- 
tor replaced by the quantity V (IjCp — Lpf + R^, This quantity is 
termed the impedance of the oscillatory circuit. The difference of Lp and 
IjCp is called the react ance. If t he circidt contains no capacity, the 
impedance reduces to + L^p^, At very high frequencies 22^ L^^ 
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and under these conditions the impedance consists of reactance only 
and has the value Lp, ^ 


4. Choke CoU. 

If we require to reduce the current in a circuit conveying steady 
current, the procedure is to introduce additional resistance. This 
process is wasteful, as electrical energy is converted wastefully into 
heat in the added resistance. With varying currents a much more, 
economical process is available. Suppose a coil of negligible resistance 
but appreciable inductance L is included in the circuit. Consideration 
of equation (15.18) then shows that 6 = 90*^ or the current is 90^ out 
of phase with the E.M.F. applied across the coil. The average energy 
absorbed per cycle by the coil is therefore 


W 



. . (16.22) 


where a is written for pt for convenience. Substituting for I from 
(16.21) in (16.22) and integrating, we obtain 




r 2 / sina 
0 ‘'0 




Lp 


cos a da 


/ '2tt 

da 

0 


0 . 


. (16.23) 


Hence no energy is consumed by the coil although the current is re- 
duced by the insertion of the choke coil by a factor l/Lp. 


6. Measurement of Alternating Current and Voltage. 

We have already stated that the hot-wire and soft-iron ammeters 
give a steady deflection when subjected to alternating current, but we 
have not yet considered what value of the alternating current ampli- 
tude this steady reading represents. It clearly depends upon the mean 
value of the square of the current, since the action of the ammeters 
considered depends on effects which are proportional to the square of 
the current. Representing the mean square current by P, we have 
by its definition 



The steady continuous current which would give the same reading 
on the ammeter as the alternating current is therefore I ^ IqI\/2; 
It is termed the vvrtml currmt. In the same way, the steady voltage 
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irhich would give the same reading as the applied A.C. voltage is 

If we have a circuit containing inductance and resistance we can 
use an A.C. ammeter and voltmeter to determine its impedance just 
as we can use a D.C. ammeter and voltmeter to determine the resistance 
of a circuit to steady current. We may then apply the relation 



here Iol\/2 and J?o/\/2 are measured, R is measured by application 
of a steady current and observation of ammeter and voltmeter readings, 
and j) is calculated from the relation p = where n is the frequency 
of the applied A.C. ; thus L can be calculated from (15.25), 

The nature of the electrical oscillations occurring in any circuit 
are best examined with the cathode ^ ray oscillograph described on 
p. 194.’ 


'6. Foucault or Eddy Currents. 

When an oscQlatory circuit is in the neighbourhood of a mass of 
metal, since the latter constitutes a conductor in a varying magnetic 
field, Currents are set up in the metal. The electrical energy of these 
Foucault or eddy currents is dissipated as heat in the metal, and the 
phenomenon constitutes a serious problem in the construction of the 
iron cores of such instruments as transformers. Transformer cores are 
therefore susceptible to two formjs of electrical energy loss, hysteresis 
and eddy currents, the energy being transformed into heat in both 
instances. Hysteresis loss is reduced to a minimum by using material 
with a narrow hysteresis loop (see Chap. XIV). Eddy current loss is 
reduced to a minimum by making the core of as high an electrical 
resistance as possible. This is achieved by constructing it of thin 
laminations covered with oxide and bolted together. The energy loss 
due to an eddy current circulating round any part of the core is 
where B is the induced E.M.F. and R the resistance of the circuit. 
Hence by increasing R, the energy loss is reduced to a minimum. 
Eddy current action is put to a useful purpose in the eddy cwreM 
heater. This consists essentially of a device for producing high-fre- 
quency oscillations of great intensity. When such an instrument is 
held close to any mass of metal the eddy currents are of considerable 
magnitude and are often sufficient to raise the metal to red or white 
heat. One of its nipst important applications is to the degassing of the 
metal parts of radio valves (see Chap. XIX), which could not be heated 
in situ conveniently in any other fashion. 



160 


ELECTEICAL OSCILLATIONS 


[Chap. XV 


7. Skin Effect. 

^ With a steady current supply, the current is of uniform density 
across the section of a Wiform wire. At high-frequency the current 
tends to be confined more to the outer surface of the wire. This is 
termed the shin effect \ it results in an undesirable decrease of the 
effective cross-section, and therefore increase of the effective resis- 
tance of the conductor. The difficulty is in' part overcome by using a 
stranded conductor of insulated wires, since these 
present a larger surface area for any cross-section 
than the corresponding single solid conductor. 
If a single conductor is used this is often made 
hollow to save material in the centre which would 
not be traversed by current. The reason for the 
skin effect may be explained with reference to 
fig. 4, where A and B represent two cross-sectiona 
of equal area, the former constituting the core of 
the conductor and the latter the outer cylindrical 
area. It may be shown that the self-inductance of a straight cylin- 
drical conductor decreases if its radius increases. Hence the self- 
inductance of the core A is greater than that of the annulus B. The 
impedance of A is therefore greater than that of B, and a higher pro- 
portion of current will therefore flow through B. 



EXERCISES 

1. Obtain an expression for the time of oscillation of a circuit contain- 
ing inductance and capacity. 

Show that a circuit containing an inductance of microhenries and 
a capacity of 1*9 microfarads will oscillate with a frequency corresponding 
to a wave-length in free space of about 26 m. 

2. Distinguish between free and forced oscillations, and show that the 
forced oscillations set up in a circuit containing inductance and resistance 
lag behind the applied E.M.F. by an amount dependent on the value of 
the inductance, the resistance and the applied frequency. 

3. Explain what is meant by the impedance of a circuit, and show how 
the magnitude of an alternating current may be reduced without loss of 
energy as heat. ^ 

4. Define the terms virtual current and virtual voltage as applied to 
A.C. circuits and describe how these quantities may be measured, 

5. Explain the existence of eddy currents and the skin effect. To what 
practical purposes have eddy currents been applied? 
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Electromagnetic Waves 

1. Hertz’s Experiments. 

We have seen in the preceding chapter how a circuit containing 
inductance, capacity and resistance may be the seat of electrical 
oscillations of a period depending upon the magnitudes of the three 
quantities involved. Hertz showed that these electrical oscillations 
were, in certain circumstances, not simply confined to the oscillating 
circuit, but that part of the electromagnetic energy could be radiated 
away completely from the oscillating system. The oscillatory system 
used for radiation and termed the transmitter is shown in fig. 1. It 



consisted of two square sheets of metal on each of which was fixed 
a short rod ending in a polished ball. The system is charged by con- 
nexion to an induction coil and then discharges across the ball-gap at 
regular intervals. If now a simple receiver is constructed from a circle 
of wire ending in two spheres with a short gap, a remarkable pheno- 
menon may be observed. The receiver is placed so far from the trans- 
mitter that the direct induction effect of surges in the transmitter is 
negligible, and it is found that when the spheres are in the position 
(a) and (6) a spark jumps across, whereas when they are in the position 
(c) no effect is observed. The interpretation is that electromagnetic 
energy travels across the intervening space between transmitter and 
receiver, and the dependence on orientation of the receiver suggests 
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that the radiation is in the form of a plane polarized electromagnetic 
wave (see Part III). 

2 . Tubes of Force and Electromagnetic Waves. 

The fact that electrical oscillations might lead to the production 
of electromagnetic waves in free space had been deduced some years 
before Hertz’s experiments by Maxwell, from consideration of electro- 
magnetic theory (see Section 5). These considerations are too mathe- 
matical for this book, but we can arrive at a physical explanation of 
the production of electromagnetic waves using Faraday’s concept of 
tubes of force, already mentioned in Chap. 11. Referring to fig. 2(a), 
before the discharge across the gap commences, the distribution of 
^one half of) the tubes of force will be as shown, where we have con- 
sidered a negative charge on the pole A and an equal positive charge 



Fig. a. — ‘Electromagnetic Waves 


on the pole B. When the insulation resistance of the gap breaks down, 
the ends of the tubes in contact with the conductors coalesce and the 
tubes collapse, causing the electric current which flows across the gap. 
Now owing to the existence of lateral pressure between the tubes, the 
outer tubes move in to the left to occupy the position originally held 
by the collapsed inner tubes and hence the tubes acquire a velocity 
perpendicular to the gap. If we postulate that the tubes possess inertia, 
the approaching ends of the tube will cross over at the gap while the 
body of the tube will pass through the gap and expand again on the 
other side as shown in fig. 2(6). In this way the polarity of A and B 
will have changed sign after the first oscillation, a situation which we 
know occurs in an oscillatory circuit from our considerations in Chap. 
XV, section 2. The process will clearly be repeated again as the tubes 
surge in the reverse direction, and would continue indefinitely were it 
not for the gradual loss of energy as heat in the charged rods and as heat, 
light and sound in the spark. Consider now the case shoto in fig. 2(c). 
Here the ends of the tube have crossed at the gap before the main body 
of the tube has passed through the gap. !A very short interval of time 
later the crossed portions Coalesce and a completely closed tube of 
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electromagnetic energy is left situated in free space and repelled away 
by the lateral pressure of neighbouring tubes. In this way electro- 
magnetic energy is radiated away into space, and the result when 
several tubes are present simultaneously is shown in fig. 2(d), These 
tubes exert a mutual repulsion, so that the radiation spreads out until 
it becomes a plane surface with the electrical force directed parallel 
to the spark gap. MaxwelFa theoretical calculations showed that the 
radiated energy took the form of electromagnetic waves travelling with 
a velocity equal to the square root of the ratio of the units of capacity 
on the electromagnetic and electrostatic systems respectively. On the 
C.G.S. system this quantity is found experimentally to be equal to 
the velocity of light, and consequently strong evidence was provided 
that light itself consisted of electromagnetic radiation. We have dis- 
cussed the subject further from this point of view in Chap. IX, Part III. 
We therefore proceed here to give evidence that electromagnetic waves 
as generated by the Hertzian oscillator obey the laws of light. 

3. Experiments with Electromagnetic Waves. 

By using a parabolic metal reflector with the Hertzian oscillator 
at the focus, a parallel beam of electromagnetic radiation is produced. 
This may be received on a Hertzian receiver set at the focus of a receiv- 
ing parabolic reflector. The existence of polarization, requiring definite 
orientation of the receiver to the transmitter, has already been men- 
tioned. Using a large prism of paraffin wax, the laws of refraction are 
found to be obeyed for electromagnetic waves as for light. 

To determine the wave-length of the radiation, the standard method 
of producing stationary waves by interference between incident waves 
and those reflected by a plane metal sheet is applicable, as in the 
corresponding experiment with sound waves described in Part IV, 
Chap. HI. The receiver shows maximum response when situated at 
regular distances from the reflector, these distances clearly correspond- 
ing to haK a wave-length. Further, all the general relations for wave 
motion derived in Part IV now become applicable. In particular, the 
well-known relation 7 = vA, between velocity, frequency and wave- 
length may be examined, and if any two of these are known, the third 
may be calculated. For example, the frequency of the radiation will 
equal that of the oscillating source, which can be calculated according 
to the principles of section 2, Chap. XV. The wave-length may be 
measured by a stationary wave method, and the product of frequency 
and wave-length th^n formed to show that the resulting velocity in 
free space is equal to that of light. 

The source of oscillations now almost invariably used is the valve 
oscillator, the action of which is described briefly in Chap. XIX. Such 
an instrument allows of extremely sensitive control of frequency and 
radiated power. 
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4. Waves along Conductors. 

If an oscillator such as the Hertzian oscillator is connected to two 
parallel conductors, then waves are set up in the conductors similar 
to the waves radiated into free space. The waves which pass down the 
wires are reflected either at the open end of the wires or at the end 
closed by a wire bridge, so that eventually stationary waves are formed 
just as with an open or closed organ pipe subjected to vibrations of a 
tuning fork held at the mouth. The presence of stationary nodes and 
antinodes spaced at intervals of half a wave-length along the wires is 
easily demonstrated with some device such as the neon lamp. This 
consists of two electrodes sealed in a glass envelope containing neon, 
and it has the property of glowing if the potential difference across the 
two electrodes exceeds a certain amount, although the current needed 
to produce the glow is very small. Consequently if such a lamp is 



moved along the pair of Lecher wires, the distance between two points 
of maximum glow is the distance between two potential antinodes and 
is equal to half a wave-length. For an open-ended conductor, the 
free end is a potential maximum, whereas for a closed end the maxi- 
mum occurs at A/4 from the closed end, in complete analogy with the 
resonance tube. It may be shown that the current antinodes and nodes 
occur half-way between, and are completely out of phase with, the 
potential nodes and antinodes. 

One important application of Lecher wires is the examination of 
the change of dielectric constant with frequency. In the circuit shown 
in fig. 3, the condenser C is first filled with dielectric and the wave- 
length of the oscillations is foui^d on the associated Lecher wire system. 
The condenser is then emptied of dielectric, whereupon the wave- 
length will be fotmd to have changed. Now since the velocity of the 
waves remains constant, the ratio of the two wave-lengths is inversely 
proportional to the ratios of the frequencies of the oscillations in tite 
two circumstances. But the frequencies are given by = l/2fr \/ LCy 
where n is the frequency, L the inductance and C the capacity of the 
oscillating 'circuit. Since L remains constant, w/n' = VO'/O 
where h is the dielectric constant by definition (Chap. HI). 
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The dielectric constant is found by these experiments not to be 
constant at all but to vary with the frequency of the electrical oscilla- 
tions to which it is submitted. The value normally taken for a dielectric 
constant is its electrostatic value, that is its asymptotic value for 
infinite wave-length and zero frequency. These experiments also show 
the existence of electrical hysteresis quite analogous to magnetic hys- 
teresis. ' The response of the dielectric medium to the alternating 
electric field lags behind the change in the field, and electrical energy 
loss reappears as heat in the material. 


5. Dimensional Relations between E.S. and E.M. Units, 

Dimensional considerations similar to those developed in Part I, 
Chap. V, may be applied to electrical and magnetic quantities. As 
an illustration we shall consider the dimensional expressions for charge, 
potential and capacity in the two systems. 

{i) Electrostatic Units, 

The dimensions of electric charge on the E.S. system are obtained 
from the law of force between two equal charges q\ thus 



where h is the dielectric constant of the surrounding medium and d 
is the distance between the charges. Hence, dimensionally, 

q = (16.2) 

since the dimensions of d are those of length. We may note that we 
have introduced k as a primary quantity along with mass, length and 
time. Now F has dimensions 

F = mass X acceleration = MLT*"^. 


Hence (16.2) becomes 

q = k*LWT-i (16.3) 

Next, the potential e is defined by 

Work done = ej (16.4) 

Hence from (16.3) and (16.4) 

force X distance 
e = 

q 

= M*LlT-ik~i. (16.5) 
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Finally, capacity is given by the quotient of (16.3) and (16.6), or 


C = 3 = kL. . . 

e 

.... (16.6) 

(ii) Eledromagnetic Units. 


On the E.M. system charge is defined by 


charge q == current X time, 


80 the dimensions of current must first be obtained. From the E.M^ 
definition of imit current, if if is the magnetic field produced at tho 
centre of a circular coil of radius a, 

yj 27n 

a — , 

a 


whence dimensionally 

i = HL, . . . 

.... (16.7) 

since a has dimensions L and 2^ is dimensionless. Now the strength 
of the magnetic field is the force exerted on unit magnetic pole 
hence 

F^Hm, 

or dimensionally, 

, H = - = MLT-2m-i. 
m 

'. . . . (16.8) 

We can proceed further, expressing m dimensionally &om the inverse 
square law of force, thus 

■o, m* 

where ft is the permeability of the medium in which the poles are 
situated a distance i apart. We therefore have dimensionally, 

m = /ii*LFi 


== . . 

.... (16.9) 

Substituting from (16.9) in (16.8) we obtain 


H = /i-tM*L-*T-i. 

. . . . (16.10) 

Hence from (16.10) and (16.7) we have 


i = ft-iMiUT-K . . 

. . . . (16.11) 

Finally 

q = iT == 

. . . . (16.12). 
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Again, the potential difference on the E.M. system will be given 
rate of working = ei, 




and hence from (16.11) 


e 


force X distance 1 
time i 


= jn*M»L5T-2. . . 


(16.13) 


Finally, capacity is given by 

c = I = /x-iL-iT® (16.14) 


From (16.6) and (16,U) therefore we have 

[c]B.S. _ kL _ /LV 
Lc]E.M. ^ VT^ 


. . (16.15) 


This expression indicates that if the capacity of a condenser is derived 
from its linear measurements according to the formulae obtained in 
Chap. Ill, and then determined in the E.M. system, say by the use of 
a ballistic galvanometer and equation (13.40), the ratio of the two 
numerical values should represent a (velocity)^. The actual value of the 
ratio obtained is (3 X 10^® cm./sec.)^, that is it is exactly equal to the 
square of the velocity of Ught in vacuo. While this result alone does not 
prove ’’ that light is an electromagnetic wave, these dimensional 
considerations indicate strongly that light and electromagnetism are 
intimately connected. 


EXERCISES 

1. Describe experiments illustrating the production of electromagnetic 
waves. How may the wave-length of such waves be determined? 

2. Use the concept of tubes of force to explain the radiation of energy 
from an oscillatory circuit. What is the connexion between electromagnetic 
waves and light waves ? 

3. Write a short essay on “ Electromagnetic wave propagation along 
conductors and its applications 

4. Show by the method of dimensions that the ratio of the units of 
quantity of electricity in the electrostatic and electromagnetic systems ia 
a function of a velocity. What is the significance of this result? 
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1. Seebeok Effect. 

It was discovered by Seebeck in 1821 that if the junctions of two 
dissimilar metals are at different temperatures, a current flows round 
the circuit. A list of metals was constructed such that the order of 
the metals indicated the direction in which the thermoelectric E.M.F.s 
acted when any paii‘ of metals was chosen. Near opposite ends of the 
list occur antimony and bismuth, and a couple constructed of these 
metals gives one of the most sensitive couples available. However, 
as the melting-points of these metals are low they are unsuited for use 
over a large temperature range. 

Experiment has shown that there are two laws of the thermo- 
electric effect which may be stated as follows: 

(1) The total E.M.F. between two metals A and C is equal to the 

sum of the E.M.F.s of the couples AB + BC over the same tempera- 
ture range. , 

(2) The total E.M.F. when the junctions are at temperatures 

^3 and 01. is equal to the sum of the E.M.F.8 where 

these are the E.M.F.s when the junctions are at ( 03 , and (02, 0i) 
respectively. 

These laws are sometimes known as the Law of Intermediate Metals 
and the Law of Intermediate Temperatures^ respectively. 

\ 

S. Peltier Effect. 

In 1834, Peltier showed that the thermoelectric effect was reversible, 
that is heat is evolved at one junction and absorbed at the other if 
a current from some external source is sent round a circuit of two dis- 
similar metals as in fig. 1. The heating effect, which is confined entirely 
to the junctions, is quite distinct from the Joule heating, which takes 
place at all points of a conductor and arises from its resistance. Further, 
if the current is reversed in direction, the Peltier effect is reversed so 
that a junction which previously evolved heat now absorbs it and 
vice versa. This dependence on the direction or sign of the current 
implies that the Peltier heating depends on some odd power of the 
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current, and experiment shows that it is directly proportional to it. 
The Peltier coefficient FI for two metals is defined by 

H = (17.1) 

where H is the heat evolved in 
calories/sec., I is the current in 
amperes and J is Joule’s equi- 
valent, equal to 4.2 joules/cal. 

Hence 11 has the dimensions of 
an E.M.F. The Peltier coefficient 
is a function of the temperature, 
and the Peltier effect is con- 
nected directly with the Seebeck 
E.M.F. in that the latter is 
(approximately) equal to the difference in the two Peltier E.M.F.s 
which are present when the two junctions of a thermocouple are at 
different temperatures. 



Thomson or Kelvin Effect 

From the complementary character of the Seebeck and Peltier 
effects it is clear that the thermoelectric effect behaves like a reversible 
heat engine. Application of thermodynamics according to the prin- 
ciples of Part II, Chap. XIII, then 
shows that -there should be a 
straight line relation between See- 
beck E.M.F. and absolute tempera- 

ture. In practice the curves are \ 

parabolic as shown in fig. 2. Kelvin £ \ 

therefore suggested that a third \ \ 

thermoelectric effect exists such V \ \ 

that an E.M.F. acts along a single / \ \ 

metal if it is not at uniform tern- / \ \ 

perature. Since both the metals l V V 

in a couple are subject to a tern- ^ \ \ 

perature gradient, two Kelvin Fig. z,— Seebeck e.m.f. and Absolute 
E.M.F.s will be present, and the Temperature 

Seebeck E.M.F. is therefore the 

result of the Peltier E.M.F.s and the Kelvin E.M.F.s acting together. 
The Kelvin E.M.F.s or coefficients are usually denoted by a, where a 
represents the E.M.F. acting under unit uniform temperature gradient. 
The complete expression connecting the Seebeck, Peltier and Kelvin 
E.M.F.s is therefore 

- a^)dT. (17.2) 
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Regarding the thermoelectric couple aa a reversible heat engme, we 
have shown in Part II, p. 123, that it follows that the Peltier coefficient 
is given by 

n = (17.31 

and the difference in the Kelvin coefiSoients by 


(cta — <7b) 


As the Peltier and Kelvin coefficients are diifficult to measure directly, 
these relations are very valuable since they allow the coefficients to be 
calculated from the gradient of the Seebeck curve and the slope of the 
thermoelectric power diagram (see next section) respectively, 


4. Thermoelectric Power Diagram. 

It is very inconvenient mathematically to deal with sets of para- 
bolic curves in estimating thermoelectric behaviour, and the usual 
procedure is as follows. The thermoelectric Seebeck curves are first 

plotted for a series of metals, the 
second metal of the junction 
being lead. The reason for this 
is that the Kelvin efiect for lead 
is zero, so the Kelvin efiect of 
the other metal can be obtained 
, directly from the data. Tangents 
are then drawn to the Seebeck 
curves at a number of points, 
and a second graph as shown in 
fig. 3 is constructed of the slope 
of the tangents dEjdT against 
f h T, This diagram is termed the 

Fig. 3. — Thermoelectric Power Diagram theimO - ClecttiC PO WCt diagram 

(the term is unfortunate since it 
is not measured in units of power but in volts per degree) and is a 
straight line. This follows from the parabolic nature of the Seebeck 
curve, for, representing this algebraically by 

E==aT + bT\ (17.5) 

where a and b are constants, we have by differentiation with respect 
to T 

g = P = a + 26r, (17.6) 
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which is the equation of the thermoelectric power line. We note that 
the thermoelectric constants are given by the slope of the line and its 
intercept on the P axis respectively. From this diagram, the Seebeck, 
Peltier and Kelvin E.M.F.s are all calculable as areas. Thus the See- 
beck E.M.F. is 

/ Ta 

PdT =J j^dT ^ area of trapezium enclosed between 
^ ordinates at and the T axis 
and the thermoelectric power line. 

The Peltier E.M.F. is, from (17.3), 
dE 

T = TP = area of rectangle enclosed between the co-ordinate 
axes and perpendiculars dropped to them from 
the point on the thermoelectric power line. 

Finally, from equation (17.2), the Kelvin E.M.F. is given by 

f (^A = n^(Pj) riAB(^ 2 ) ^Ab(^1j ^2)9 

that is, it is represented by the difference between the areas of the 
two Peltier rectangles less the trapezoidal area which represents the 
Seebeck E.M.F. This area is clearly that of the trapezium enclosed 
between the abscisses at and the P-axis and the thermoelectric 
power line. 

5. Experimental Demonstration of the Peltier and Kelvin Effects. 

To demonstrate the existence of the Peltier effect directly, an 
apparatus may be used as in fig. 4. Two bars of bismuth are connected 



to a bar of antimony, and the junctions are wound with coils of in- 
sulated wire which are connected to the opposite arms of a Wheatstone 
bridge. The bridge is balanced and a current is then sent through the 
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bismuth-antimony junctions. Owing to the heat evolved at one junc- 
tion and absorbed at the other, the resistances of the two coils are 
changed, one being increased and the other decreased. Consequently 
the balance of the bridge is disturbed, and if the heat capacity of the 
junctions is known together with the current in the couple, application 
of (17.1) allows a rough estimate of the Peltier coefficient to be made. 
If the current is reversed, the Wheatstone bridge is thrown out of 
balance in the reverse direction, thus demonstrating that the Peltier 
effect depends on current direction. 

To demonstrate the Kelvin effect, which is much smaller than the 
Secbeck or Peltier effects, an apparatus as shown in fig. 5 may be used. 
An iron rod several feet long is bent into the shape of a large hairpin 
and heated to redness at the loop, the ends of the bar being cooled in 



Fig. s. — Experiment showing Kelvin Effect 


pools of mercury. In this way a steep temperature gradient is created 
between the loop and the ends of the bar. A current of several amperes 
is then sent through the bar, and this current passes up the tempera- 
ture gradient in one arm and down the temperature gradient in the 
other. Owing to the existence of the Kelvin effect the current is there- 
fore travelling against the Kelvin E.M.F. in one arm and with the 
Kelvin E.M.F. in the other. Superimposed upon the Joule heating, 
therefore, additional heat will be evolved in one arm and absorbed 
in the other. The effect is shown as with the Peltier experiment, by 
winding a coil of wire round each arm, connecting the coils to the 
opposite arms of a Wheatstone bridge and establishing a balance when 
no current flows through the bar. The balance is disturbed in op- 
posite directions according to the direction of the current, thus showing 
that, like the Peltier effect, the Kelvin effect is directly proportional to 
the current. 

6. Characteristics of the Thermoelectric Curveis. 

The parabolic nature of the thermoelectric curves implies that a 
maximum E.M.F. occurs for a certain temperature difference between 
the junctions, after which the E.M.F. decreases again to zero and then 


THERMOELECTRIC CURVES 


173 


XVII] 


increases again in tlie reverse direction. The temperature at which the 
maximum occurs is termed the neutral temperature, and the tempera- 
ture at which a reversal in direction of the E.M.F. takes place is termed 

the inversion temperature. 

Since the thermoelectric power lines are all plotted with respect 
to lead, some metals will be positive with respect to lead at the hot 
jimction while others will be negative. The corresponding thermo- 
electric power lines will have slopes in the reverse direction. To esti- 
mate the Seebeck E.M.F. between any pair of metals, application of 
the principles outlined in the preceding section shows that the Seebeck 
E.M.F. is equal to the trapezoidal area enclosed between the two 
thermoelectric power lines and the two ordinates corresponding to the 
temperatures of the junctions. 



Fig. 6. — Thermoelectric Diagram for Iron 


Certain cases are of particular interest. Thus the thermoelectric 
power lines for platinum and a certain platinum-iridium alloy have 
the same constant h and therefore the same slope. For a couple com- 
posed of these metals, therefore, the thermoelectric E.M.F. is pro- 
portional to the temperature difference, and thus a thermoelectric 
temperature measuring instrument may be constructed which operates 
on a linear scale. Again, the behaviour of iron is irregular, no definite 
parabolic law being obeyed. Consequently the thermoelectric power 
diagram for iron is non-linear and consists in fact of a loop as shown 
in fig. 6. This loop crosses the thermoelectric power line for silver at 
temperatures of 310° C. and 620° C. Now the Peltier coefficients for 
both metals must be the same for both metals at these points of inter- 
section, yet an E.M.F. acts round the couple equal in magnitude to 
the area enclosed between the loop and the line. Hence we have an 
example of a couple operating on the Kelvin coefficients only of the 
two metals. 
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7. Measurement of Thermoelectric E.M.F.s. 

The main practical use of the thermoelectric effect is in the measure- 
ment of temperature, and the apparatus used to measure the thermo- 
electric E.M.F. depends upon whether the temperature is steady or 
variable. If the temperature is varying, rapid reading is essential and 
the couple is connected directly to a microvoltmeter, which is simply 
a sensitive moving-coil milliammeter with a suitable resistance in 
series. Such an instrument will measure to about 1/50° C. 

For steady temperatures a more accurate method is to use a poten- 
tiometer circuit as in fig. 7. The potentiometer wire AB is connected 
in series with two variable high resistances X and Y. One end of the 
thermocouple is connected to A, while the other end goes to a sensitive 
galvanometer which is in turn connected to the tapping point P of 



Fig. 7. — Measurement of Thermoelectric E.M.F. 


the potentiometer wire. A standard cell is connected across Y as 
shown, with a second sensitive galvanometer in the standard cell 
circuit. The drop in potential across AC is about 2 volts, and since 
X and Y are each several thousand ohms while the resistance of AB 
is about 1 ohm, the drop in potential across AB is about a thousand 
microvolts. Consequently the balance point P occurs at a convenient 
distance along AB. Initially the procedure consists in varying the 
resistance Y but making corresponding alterations to the resistance 
X so as to keep the total resistance (X + Y) constant. The resistance 
Y is varied until the standard cell is balanced. Then if I is the (un- 
known) current in the potentiometer, we have from Ohm's law 

(17.7) 

where is the E.M.F. of the thermocouple, I is the distance along 
AB corresponding to a balance, and p is the resistance per unit length 
of the potentiometer wire AB. (This must be determined by a separate 
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experiment using AB as the unknown resistance in a post office box 
circuit.) Again, 

( 17 . 8 ) 

where j&gt is the E.M.P. of the standard cell. Hence from (17,7) and 
(17.8), eliminating I we have 

= ( 17 . 9 ) 

8. Applications of the Thermoelectric Effect. 


The thermoelectric effect is far too small to serve as a practical 
source of electrical power, but it is invaluable as a means of measuring 
temperatures accurately and quickly and of measuring small quantities 
of heat. Its advantage over other heat-measuring appliances lies in 



its small bulk and in its small heat capacity, which results in the 
minimum mechanical and thermal disturbance of the system into 
which it is inserted. The application to thermometry is mentioned in 
Chap. II, Part II. As a typical instrument we shall describe first Boys' 
radiomicrometer for detectmg very small intensity of heat radiation. As 
shown in fig. 8, it consists of a sensitive suspended coil galvanometer 
the coil of which has the circuit completed by an antimony-bismuth 
couple. The junction of the couple is covered with a small blackened 
disk D on to which the radiation is focused. This instrument is so 
sensitive that it wiU detect radiant heat equivalent to that from a 
candle at several miles. It is used to examine the heat radiation from 
stars. 

The radiobalance shown in fig. 9 is an instrument used to detect 
the heat produced by elements undergoing radioactive decay (see 
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Chap. XX). It consists of two thermocouple units P and Q constructed 
of an array of iron and constantan wires joined together by a cup con- 
taining the radioactive element. The two cups are also at the junction 
of another iron-constantan couple which is connected to a galvano- 
meter. The couple Q is a dummy arrangement to preserve symmetry: 
a variable current is passed through the couple Q, the magnitude of 
the current being registered on the ammeter A. Owing to the operation 
of the Peltier cooling, the heat emitted by the radioactive source is 
prevented from causing any rise in temperature and consequently the 
couple in the galvanometer circuit gives rise to no E.M.F. and no- 
deflection in the galvanometer. Since some Joule heating inevitably 



Fig. 9. — Radiobalance 


arises due- to the electrical resistance at the cup, a subsidiary experi- 
ment is made to allow for this. If /j is current which produces no 
temperature rise in the jimction when the radioactive element is absent, 
equating the Joule heating to the Peltier cooling we have 

VR = n7o (17.10) 

This current must be reduced to I when the radioactive substance is 
inserted if the jimction is still to be free from rise in temperature. 
Hence if the radioactive heat generated per second is H, we have 

H -t- PR = nZ, (17.11) 

or, substituting from (17.10) in (17.11), 

^ nz(Zo-Z) 


(17.12) 




XVII] 


EXERCISES 


17T 


EXERCISES 

1. What are the three thermoelectric effects and how are they related? 

2. How may the Seebeck E.M.F. be measured accurately? For what 
practical purposes has the existence of the Seebeck E.M.F. been used? 

3. How may the Peltier and Kelvin effects be (a) demonstrated, 
(b) measured? 

4. Define thermoelectric power and explain fully the significance of 
the areas on a thermoelectric power diagram. 

5. What are the laws of intermediate temperatures and intermediate 
metals as applied to thermoelectric circuits ? Is there any practical example 
of a current being produced entirely by the Kelvin effect? 



CHAPTER XVIII 


Electrical Discharge through Gases 

1. Introduction. 

Wc have seen in Chap, XII how liquids will conduct electricity 
only if there are carriers or ions present. The high insulation properties 
of gases in their normal state arises from the almost complete absence 
of ions. Now certain agents such as X-rays and the rays from radio- 
active substances are capable of ionizing gases, and a current will 
then flow if two electrodes at different potential are inserted in the 



gas. A suitable experimental arrangement, sometimCes termed an 
ionization chamber, is shown in fig. 1, and the curve showing the varia- 
tion of current with the applied potential difference is shown in fig. 2, 
Initially the curve approximates to a straight line passing through the 
origin, showing that Ohm’s law is obeyed just as for conduction in 
solids and liquids. Soon, however, the curve starts to bend over parallel 
to the potential axis and ultimately saturation conditions are produced. 
This clearly occurs when the ions are removed as rapidly as they are 

178 



INTRODUCTION 


179 


Chap. XVIII] 


generated by. the ionizing radiation. If the potential is raised sufld- 
ciently, the current suddenly rises to an enormous value corresponding 
to a spark discharge between the electrodes. 



Fig. 2. — Current and Potential Difference 


2. Effect of Gas Pressure on Conduction. 

If a steady source of potential of several thousand volts is available, 
the conductivity of gases may be examined without recourse to external 
ionizing agents. If the vessel containing the gas is connected to a 
pump it will be found that the potential required to produce a spark, 
that is to effect conduction, is considerably reduced as the gas pressure 



Fig. 3. — Onset Potential and Gas Pressure 


is lowered. The onset potential-pressure curve is shown in fig. 3, 
which indicates that a minimum effective potential occurs at about 
1 mm, pressure for air. Above this pressure the necessary voltage 
rises steadily and slowly while below this pressure it rises very steeply 
indeed. Consequently the potential necessary to create a discharge 
across a hard vacuum is very great. 
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In the region of minimum potential the discharge occurs even if 
the electrodes are situated a distance apart much larger than the spark- 
ing potential. This silent steady discharge is accompanied by a visible 
glow in the discharge tube, the general appearance being shown in fig. 
4. The colour of the discharge depends on the nature of the gas, but 



certain general characteristics are in evidence. At moderately low 
pressures, proceeding from the cathode we note the cathode glow, 
after which comes the Crookes dark space. This is followed by another 
glowing region termed the negative glow, and this in turn by the Fara- 
day dark space. Finally, we arrive at the glowing positive column, 
which stretches to the anode and may occupy most of the tube. As 
the pressure is reduced the positive column gradually splits up into a 



Fig. 5. — Striae 


number of strice, as shown in fig. 6, Further reduction in pressure 
results in continual shrinkage of the positive column accompanied by 
a corresponding increase in the space occupied by the negative glow 
and the Crookes dark space. A degree of evacuation is eventually 
reached when the Crookes dark space occupies the entire tube and 
the glow is now confined to the walls of the containing vessel, being 
particularly intense near the anode and therefore opposite to the 
cathode. 

3. Cathode Rays. 

A number of simple experiments show that, when the discharge 
tube reaches the operating condition such that the Crookes dark space 
occupies the entire tube, the latter is filled with cathode rays pro- 
ceeding from the cathode. These cathode rays are subject to rectilinear 
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propagation, as is shown in fig 6, a sharp shadow of the obstacle being 
thrown on the glow at the end of the tube, 

Another most important property of cathode rays is that they are 



deflected by electric or magnetic fields. For example, if a bar magnet 
is presented to the rays as in fig. 7, the glow at the end of the tube is 
deflected up or down according to the sign of the pole presented. That 



Fig. 7. — Deflection in Magnetic Field 


magnetic deflection occurs implies that the cathode radiation con- 
sists of an electric current, the deflection process being analogous to 
the motion of a conductor carrying a current in a magnetic field and 
obeying the same rules. 



Electrical deflection is less easily shown, but if the pressure is 
adjusted correctly, application of a difference of potential of a few 
thousand volts between the two flat condenser plates shown in fig. 8 
results in deflection of the cathode ray beam in the electric field. 




182 ELECTRICAI. DISCHARGE THROUGH GASES [Chap. 

By using an apparatus as in fig. 9, the cathode radiation may be 
collected in a small brass cylinder (termed a Faraday cylinder) con- 



nected to an electroscope or electrometer. In this way the cathode 
rays may be shown directly to consist of negative electricity. 

4. Positive Rays. 

If a discharge tube is fitted with a perforated cathode, a glow 
will develop on the glass container immediately behind the cathode. 
This glow is due to the impact of jpositive rays proceeding along the 
discharge tube from anode to cathode and passing through the per- 
forated cathode. The properties of the positive rays may be examined 
by experiments similar to those with cathode rays, and in this way 
it has be^n shown that they are positively charged and are deflected 
by electric and magnetic fields. 

5. Electrons. 

We have seen how electrolysis requires the assumption that each ion 
possesses a definite electric charge whose magnitude depends only on 
the valency and is quite independent of the nature of the solute. This 
fact implies that in conduction through liquids electricity is atomistic 
in nature, that is it occurs in definite quantities only, being either one 
ionic charge, two, or so on according to the valency. The possibility 
therefore arose that all electricity was atomistic and consisted of 
integral numbers of a small unit of charge termed the electronic charge. 
Thomson carried out experiments to show that a value for e/m, the 
ratio of the charge to the mass of an electron, could be obtained from 
the deflection of cathode rays in electric and magnetic fields, if the 
assumption was made that the cathode radiation consisted of a stream 
of negatively charged corpuscles or electrons. By means of the appa- 
ratus shown in fig. 10, electric and magnetic fields were simultaneously 
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applied in directions mutually perpendicular to each other. Since the 
charged particles move in the direction of the applied electric field 
between the condenser plates C, the action of the electric field alone 
would cause the electron stream to move upwards, as shown by the 
deflection of a glowing spot at the end of the tube where the cathode 
rays impinge on a sensitive screen of zinc sulphide or willemite. The 
application of a magnetic field at right angles to the electric field 
may cause the spot to return to its original position, since the electron 
stream behaves as a conductor carrying a current and therefore obeys 
the left-hand rule. 

If e is the charge of each of the electrons, all of which are assumed 
to be identical, and if the velocity with which they are moving is u. 



Fig. 10. — Simultaneous Electric and Magnetic Fields 


the condition that no deflection shall occur is that the electric and 
magnetic forces shall be equal and opposite, that is: 

Xe == Hev, ( 18 . 1 ) 

or v = ^, ( 18 . 2 ) 

where X and H are the strengths of the electric and magnetic fields 
respectively. If the electric field is now cut off, the spot shows a de- 
flection of the cathode rays in the magnetic field alone. Since the 
electron stream and the magnetic field are mutually perpendicular, 
the deflection of the electrons is always in the direction at right angles 
to both, and it is therefore subject to a constant force perpendicular 
to its direction of motion. The path traversed by the electron stream 
is therefore circular according to Chap. Ill, Part I. If the mass of 
the electron is m, and the radius of curvature of its path is p, equating 
the magnetic force to the centrifugal force in the circular orbit we 
have 
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from (18.2). Now the radius of curvature p can be calculated from the 
geometry of the apparatus if the deflection of the cathode spot is 
measured together with the distance from the magnetic field. Con- 
sequently the ratio of the charge to the mass of the electron may be 
derived. In this way Thomson showed that the ratio was independent 
of the nature of the gas in the discharge tube, thus indicating that 
electrons were a constituent of all gases. Subsequent experiment 
showed that electrons were constituents of all matter, and in this way 
arose the concept of the electrical structure of matter. 


6. Positive Ray Analysis. 

By deflection of the positive rays in electric and magnetic fields, 
the ratio of their charge to their mass, E/M, was likewise obtained, 
but no such generality as obtained for' electrons was forthcoming. 
The values obtained depended greatly on the nature of the gas in 
the discharge tube, a decrease in EjM being observed for positive rays 
of the same velocity but increasing atomic weight. 

For positive rays, Thomson introduced the use of parallel electric 
and magnetic fields. This results in the electric and magnetic forces 
acting at right angles to each other, and leads to the formation of a 
parabolic streak on a screen placed at right angles to the general 
direction of the positive ray beam. The equations governing the 
positive ray deflection are 

1 EE ^1 Q sjv 



according to (18.4), where x is the deflection due to the magnetic 
field, E and M are the charge and mass of the positive corpuscle, V 
is its velocity, and H is the magnetic field strength. Similarly, the 
deflection y in the electrostatic field is given by 

(18.6) 


where / is the acceleration under the electric force maintained for 
a time t If the length of path in the electric field is I, t^l/V, and 
since / == XEjM, equation (18.6) becomes 


yocX 


EJ^ 


(18.7) 


Hence from (18.6) and (18.7), eliminating the velocity, 


E 

y M 


(18.8) 


Equation (18.8) is the equation of a parabola and hence any stream 
of positive corpuscles, independently of their velocity, will lie on one 
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parabola only if EjM is constant. By analysing the parabolas ob- 
tained by photographic recording, Thomson found that EjM^ when 
hydrogen gas occupied the discharge tube, was about 1/1800 of ejm 
for electrons. Now the total charge Q required to deposit one chemical 
equivalent of an element is easily determined by electrolysis. Further, 
a rough estimate of Avogadro’s number N, that is, the number of ions 
present in a chemical equivalent, had been afforded by measurements 
on Brownian movement (see Chap. XI, Part II). Hence the charge 
carried by one ion is 



and the value of this charge is exactly equal to that of the electron. 
Although these results had not been proved accurately at the time, 
Thomson suggested that very probably the charge E carried by the 
hydrogen ion in the discharge tube was equal to e, the electronic charge. 
Hence m = il^/1800, and consequently the existence of a universal 
particle with a mass much less than that of the lightest atom had been 
demonstrated. Since electrons were found in the discharge tube quite 
independently of the nature of the gas present, very strong evidence 
was provided for assuming that electrons were a fundamental con- 
stituent of all matter. 


EXEECISE8 

1. Describe the effect of pressure on gaseous conduction and explain 
the action of an internal ionizing agent in rendering a gas conducting. 

2. Explain how a beam of cathode rays may be produced and how 
their nature has been elucidated. 

3. How has the r^tio e/m of the charge to the mass of an electron been 
determined? Why does the value obtained vary with the speed of the 
electrons ? 

4. Write a short essay on positive ray analysis. 
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Electronics 

1. Electronic Charge and Mails. 

Since the whole of electrical theory and modem ideas on the struc- 
ture of matter depend largely on the properties and behaviour of 
electrons, we shall now devote considerable attention to what is, in 
fact, the essence of our subject. We shall see that not only is theory 
dependent on the electronic concept but that vitally important prac- 
tical applications such as radio valves. X-ray tubes and photo- 
electric cells could never otherwise have been invented or understood. 

We saw in the last chapter how a value of ejm could be obtained 
from the deflection of cathode rays in crossed electric and magnetic 
fields. We now have to consider the experimental determination of the 
individual values of the charge e and mass m respectively. There are 
very many methods available depending on various phenomena such 
as the photo-electric efiect, X-radiation, spectral theory and so on, 
and even a brief comparison of the methods is beyond the scope of this 
book. We shall therefore describe only Millikan’s method, which 
afforded the first accurate measurement of these fundamental quan- 
tities. The principle of the method was to charge a microscopic oil 
drop with a few electrons, and then to hold the drop balanced between 
the gravitational force downwards and the electric force upwards due 
to the drop being situated between two condenser plates. As shown 
in fig. 1, two circular horizontal condenser plates a few centimetres in 
diameter were separated by an ebonite ring about 1 cm. high fitted 
T^ith three glass windows. Two of the windows were at opposite ends 
of a diameter of the ring, but the third was situated so that a radius 
to this window made an angle of about 20^ with the diameter joining 
the other two windows. The purpose of the windows was the illumin- 
ation and observation of the interior of the condenser. The condenser 
was placed at the bottom of a metal cylinder and drops of oil were 
squirted from au atomizer into the region above the condenser. Owing 
to the presence of a small hole in the top condenser plate, an occa- 
sional oil drop fell through the condenser. It was observed with a 
microscope by scattered light through one of the windows, illumination 
being provided by a powerful light beam via one of the other windows. 
In general, on applying an electric field to the region between the= 

ise 
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condenser plates the drop either moved more rapidly, more slowly or 
even moved upwards owing to the electric field being greater than the 
gravitational field. For the very special case where a drop could be 
held completely stationary we have, by equating the electrical and 
gravitational forces, 

Z . ne = mg, (19.1) 

where X is the strength of the electric field, e is the electronic charge, 
n is the number of electrons on the drop, m is the mass of the drop, 
and g the acceleration due to gravity. In this equation all the quan- 
tities except ne and m are known. The latter is determined by allowing 



the drop to fall freely under gravity, and then, applying Stokes’s law 
of Part I, Chap. XII, we have 

mg — 67T7jav | (p — a)g, . . . (19.2) 

where a is the radius of the drop assumed spherical, 7] is the coefiicient 
of viscosity of the gas surrounding the drop, v is the terminal velocity 
of the drop, and p and a are the densities of the oil and the gas 
respectively. By using a special oil Millikan overcame diificulties 
associated with evaporation and oxidation, and thus obtained a series 
of values of ne. These were found all to be multiples of a certain 
definite value, which clearly corresponded to the electronic charge 
e when n = 1. In practice the method could be applied even when 
the electrical and gravitational fields did not exactly balance, from 
measurement of the velocities of the drop with and without an electric 
field present. The present accepted value for the electronic charge 
in terms of the unit electrostatic charge defined on p. 9 is 
e = 4*800 X 10”^® e.s.u. By using the value of ejm obtained by de- 
flection experiments or otherwise, the mass m of the electron is then 
found to be about 9 X lO-^s gm. 
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There are many other methods available for determining the elec- 
tronic charge, but we shall discuss these when considering the various 
phenomena involved. 

Conduction of Electricity through Solids. 

Since the electric current must be essentially the same phenomenon 
whether it takes place through solids, liquids or gases, it follows that 
conduction through solids must consist in the passage of electrons 
through the conductor from the negative to. the 'positive pole. Experi- 
ments on conduction through liquids and gases have shown that 
positive electricity is always accompanied by matter, that is by the 
positive ion. Since no transference of matter takes place in conduction 
through solids, the current is a one-way phenomenon, involving the 
passage of electrons only. Good conductors are substances through 
which the electrons move freely, while insulators are substances in 
which the electrons are tightly bound to their positive counterpart. 
In metals, therefore, we conceive the structure to consist of positively 
charged centres which are fixed except for thermal vibration and 
which contain the main mass of the atom. Moving freely amongst 
these positive residues are the electrons, which have a kinetic energy 
which is in equilibrium with the vibrational heat energy of the positive 
residues. Since the metal is imcharged in its normal state, the number 
of free electrons present must be equal to the number of positive 
residues. If now a difference in potential is applied between two parts 
of the metal, the electrons will be attracted to the positive and repelled 
by the negative pole. At first it would appear that a very large satura- 
tion current might be produced however small the applied potential, 
all the electrons present moving rapidly from the negative to the positive 
pole. Such behaviour does not occur and would, of course, be in dis- 
agreement with Ohm’s law, which states that the number of electrons 
passing any point per second is proportional to the applied potential 
difference. It was first shown by Drude that a satisfactory qualitative 
and quantitative explanation of electron conduction in metals could 
be evolved if it were remembered that the electrons will collide with the 
atomic centres and that the effect will be that a resistance is provided 
to the free motion of the electrons. Further, as the temperature of the 
metal is raised, the amplitude of swing of the atomic centres is in- 
creased and consequently the area over which they become effective 
in stopping the passage of the electrons is also increased. Theory then 
agrees with experiment in indicating a rise of resistance with tempera- 
ture. Drude’s theory also allows a deduction of the Wiedemann-Franz 
law, which embodies the experimental observation that the ratio of 
the electrical to the thermal conductivities of good conductors is con- 
stant. Owing to the existence of the recently discovered wave-like 
properties of the electron (see section 8), Drude’s theory has been 
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much modified, but it still remains a useful concept in any initial 
approach to the explanation of conduction through solids. 

Since the number of electrons per unit volume or electron density 
will vary from metal to metal, the existence of contact potentials 
between two dissimilar metals is easily explained. The two dissimilar 
metals will in general have a different electron pressure, and when 
they are placed in contact electrons will flow temporarily from one to 
the other until some equilibrium is attained. In the same way thermo- 
electric effects receive a ready explanation on electron theory. If the 
temperature of one junction differs from that of the other, the elec- 
trons at the hot junction will have greater energy than those at the 
cold junction. This fact, combined with the differing electron pressures 
of dissimilar metals, is sufficient to account for the'Seebeck and Peltier 
effects. The Kelvin effect is similarly explained as due to a difference 
in electron pressure between different parts of the same metal if it 
is not at uniform temperature. 


3. Thermionics. 

If the temperature of a metal is raised sufficiently, the kinetic 
energy of the electrons may become so great that they leave the metal 
completely. The analogy with evaporation is exceedingly close, and in 



fact thermodynamics may be applied directly to the phenomenon with 
excellent results. To demonstrate this thermionic effect experimentally 
a fine tungsten JHament is sealed into a glass vessel together with 
another electrode as shown in fig. 2, and the vessel is exhausted as 
highly as possible. Such an arrangement is said to constitute a diode. 
When the filament or cathode is heated (usually electrically), it a posi- 
tive potential is applied to the other electrode or anode, a milliam- 
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meter included in the circuit will show the presence of a current flowing 
from anode to cathode, corresponding to a stream of electrons from 
cathode to anode. By experiments similar to those described in Chap. 
XIX, it may be proved that these thermionic electrons are identical 
with the electrons in a cathode ray beam. Two characteristic carves 
may be obtained for a diode, one showing the variation of current with 
potential for a fixed temperature of the filament as shown in fig. 3, 
and the other showing the variation of the saturation current with 
temperature of the filament. The first curve shows that at first the 
current increases rapidly with the applied potential, but that ultimately 
a saturation current is reached. The explanation is that at first a 
reservoir of electrons is provided owing to the number evolved from the 
filament per second being greater than the number removed per second 




Fig. 3. — Characteristic Curves for Diode 

as electric current. Ultimately, however, when the potential is suffi- 
ciently great, the electrons are removed as rapidly as they are evolved 
from the filament, and further increase in the applied potential pro- 
duces no change in the current. The reason that the saturation current 
does not flow immediately a small positive potential is applied to the 
anode is due to the space charge effect. Thus, the region surrounding 
the filament consists of an atmosphere of electrons termed the space 
charge. Owing to the mutual repulsion which exists between charges 
of the same sign a fair proportion of the electrons which are emitted 
are repelled back to the cathode. When a small potential is applied 
the general behaviour of the electrons is still governed largely by their 
mutual repulsions, and consequently the space charge behaves as a 
reservoir Of electrons. This behaviour holds until the potential is large 
enough to overcome the space charge control and then saturation 
rapidly sets in. The experimental law, which has a theoretical support, 
for the relation between anode current and anode potential for a fixed 
filament temperature, over the space charge controlled region of the 
curve, is 

(19.3) 

where A? is a constant. 
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The second characteristic curve of a diode is that between satur- 
ation current and temperature. Experimentally, the equation de- 
duced theoretically by IMchardson connecting these two quantities is 

I = AT^ exp. where A and b are constants depending on the 

nature of the filament. 

Now since electrons travel from cathode to anode when the latter 
is positive but not when it is negative (for then the electrons are re- 
pelled back to the cathode), the diode allows current to pass in one 
direction only. The general term valve is therefore applied to such 
contrivances, in analogy with a mechanical valve which has the same 
essentially one-way function. The practical applications of such an 



ox, 

output 


Fig. 4. — Valve Action of Diode 


instrument are legion. For example, the diode will act as a current 
limiter in any circuit in which it is in series, for no matter how the 
potential may rise, no current larger than the saturation current can 
flow and this current is uniquely determined by the filament tempera- 
ture. Again, consider the circuit shown in fig. 4 where an alternating 
potential is applied between cathode and anode. The current in the 
associated an^ circuit is unidirectional, for, owing to the valve action, 
current flows in this circuit only during the positive half-cycle of the 
alternating potential. The diode is then said to function as a rectifier. 

4. The Triode, 

In the triode valve, a third electrode is inserted in the form, of 
a wire grid, the three electrodes usually having cylindrical symmetry 
represented by a central line filament surrounded by a concentric 
grid and finally a solid cylindrical anode. The presence of the third 
electrode or grid acts as an extremely sensitive control of the current 
flowing between the cathode and the anode. Owing to the open nature 
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of the grid very few electrons travel to this electrode, but its potential 
profoundly affects the magnitude of the anode current. For example,, 
if the grid is made strongly negative with respect to the filament,, 
although a high positive potential may be applied to the anode, the 
anode current is almost entirely suppressed. As the negative grid 
potential is gradually raised to zero the anode current increases, while 
if the grid becomes positive, the anode current increases still further. 
When the grid potential is strongly positive, a small grid current is 
created consisting of a small proportion of electrons attracted from the 
anode current. If the anode is subjected to very vigorous electron 
bombardment, the anode itself may emit electrons. This phenomenon 
is termed secondary emission. The applications of the triode are very 



numerous, and form a considerable section in the science of radio- 
engineering. As an illustration of its properties we shall consider its 
use as an amplifier. Since small changes in the potential of the grid 
produce large changes in the anode current, if a large anode resistance 
is included in the anode circuit as shown in fig. 5, large fluctuations in 
potential are produced across the ends of this resistance. Consequently 
small fluctuations in potential in the grid circuit may be amplified 
and examined as large fluctuations in potential in the anode circuit. 
Moreover, if the large oscillations in potential in the anode circuit are 
fed into the primary of a mutual inductance, the secondary of which 
is in the grid circuit, the initial oscillations or fluctuations in potential 
in the grid circuit may be so augmented as to overcome entirely the 
natural decay of the oscillations due to ohmic losses. Consequently 
the valve itself becomes a permanent seat of oscillations and we 
obtain a valve oscillator. 

Just as with the diode, characteristic curves are plotted for any 
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given triode. Owing to the presence of a third electrode two charac- 
teristic curves are obtained. The first shows the variation of anode 
current with grid potential for a fixed anode voltage, and is shown in 
fig. 6, where a family of curves is drawn each corresponding to a cef- 



^9 


Fig. 6.*— Anode Current and Grid Potential 


tain anode voltage. The second type of characteristic shown in fig. 7 
is obtained by plotting the anode current against anode voltage for 
a fixed grid potential. Again a family of curves is obtained, this time 
for different grid potenti^s. 

Besides the triode, multiple-electrode valves containing up to ten 


h 


Va 

Fig. 7. — Anode Current and Anode Potential 



electrodes are now available for a great variety of purposes. Addi- 
tional electrodes up to the pentode are usually additional control 
grids. When more electrodes than five are present the valve usually 
functions as two or more valves in one envelope. Again, in modem 
valves the cathode is usually heated indirectly by a small heating coil 
close to it. In this way the whole of the cathode may be maintained 
at a uniform potential, whereas if it carries a heating current there is 
a potential drop along the filament. 
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5. Cathode Ray Oscillograph. 

One of the most important applications of the cathode ray stream 
is to the cathode ray oscillograph, a diagram of which is shown in fig. 
8. Many commercial variations are available, but it consists essen- 
tially of a hot cathode K emitting a canalized beam of electrons which 



produce a glowing spot on a sensitive screen at the end of the tube. 
Two sets of plates (x, x) and (y, y) are placed on each side of the beam 
and to these are applied electric fields which deflect the spot. The 
(x, x) pair of plates is connected to a condenser which is charged at 
regular intervals to a known potential and then allowed to discharge 
through a high resistance. By a calculation similar to that of section 

6, Chap. XIII, in which the inductance 
is replaced by the capacity of the con- 
denser, the discharge may be shown to 
be exponential. Consequently the spot 
is first drawn to one side as the con- 
denser receives its maximum potential 
and then returns to its original position 
as the condenser discharges. The time 
taken for the spot to traverse its path 
is easily calculated from the time con- 
stant of the condenser and resistance, 
and thus a time base is provided for 
Pig. 9.— Oscillating Potential the oscillograph. In practice the con- 
denser charges and discharges many 
times per second, and owing to the persistence of vision the spot 
appears drawn out into a horizontal line. If now an alternating poten- 
tial is applied to the (y, y) plates the spot will be subjected to two 
forces at right angles, and owing to the oscillating nature of the {y, y) 
potential will show the wave-form directly as in fig. 9. Since the 
horizontal time base is known for the instrument, the frequency and 
shape of the oscillating potential is obtained from direct measurement 
on the observed curve. Photographic fixing allows the trace to be 
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studied at leisure, and in this way the instrument has many appli- 
■cations to the examination of electrical oscillations, or of sound 
oscillations (see Part IV) which have been converted to electrical 
oscillations. 

<6. Photoelectric Effect. 

We have mentioned in Part III, Chap. IX, the experiments of 
Lenard which led to the theory of the photoelectric effect. On the 
electron theory of metals a free electron, if given sufficient energy, 
will leave the metal as in thermionic evaporation. This energy may 
be supplied by Ught or other radiation and then constitutes the photo- 



electric effect. Lenard’s experiments are summed up in Einstein^s 
•equation oj the 'photoelectric effect which states that 

E = = hv — Py (19.4) 

where E is the energy with which the electron escapes, h is Planck’s 
constant of action, v is the frequency of the radiation, and P repre- 
sents the energy required just to liberate the electron from the metal 
with no appreciable velocity. In practice, examination is made of the 
photoelectric effect with an apparatus as in fig. 10. The energy of the 
electrons is estimated indirectly from the positive retarding potential 
F, which must be applied to the illuminated plate so that electrons 
s-re just unable to escape from the metal. Equation (19.4) then be- 
comes 

Ve^hv-P, (19.5) 

where e is the charge on the electron. Hence if for a series of different 
frequencies F is plotted against v, the slope of the line determines 
hje, and since e is known from Millijran’s experiment, h may be cal- 
culated. This method is one of the most accurate available for deter- 
mining Planck’s constant. The intercept of the straight line on the 
t'-axis gives the quantity P, which is sometimes termed the work 
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function of the metal. Clearly for frequencies less than Pjh, no elec- 
trons are emitted. There is therefore a threshold frequency, for which 
Vq = P/A. The threshold frequency is in the red end of the visible 
spectrum for some metals like calcium and rubidium, and hence these 
are more suitable for use in photoelectric cells than other metals like 
copper, whose photoelectric threshold lies at higher frequencies. By 
the use of ultra-violet radiation, the photoelectric effect may be shown 
to exist in gases as well as in metals, and therefore to be character- 
istic of all matter subject to radiation. 


7. X-rays. 

If a photographic plate wrapped in black paper is in the neigh- 
bourhood of a cathode ray tube running at high potential, the photo- 
graphic plate is found to be affected. Likewise a photoelectric cell 
which is screened from visible and ultra-violet radiation is shown to 



Fig. II. — X-Ray Tube 


emit electrons when close to such a discharge tube. These and other 
experiments have shown that the impact of the cathode rays on the 
anode of the discharge tube produces an extremely penetrating radia- 
tion, termed X-radiation, which has all the properties of ultra-violet 
light except that it has greater penetrating power, penetrating layers 
of material normally regarded as opaque. A t 3 q)ical X-ray tube is 
shown in fig. 11, where the cathode rays are thermionic electrons: 
the anode is usually of tungsten, since the latter has a high melting- 
point and the anode becomes intensely hot if the cathode ray bom- 
bardment is continued for any length of time. By measurements on 
the photoelectric effect or otherwise, since P and A remain constant 
for a given metal, v may be calculated for the X-radiation. In this 
way a definite frequency and wave-length may be ascribed to the 
X-rays. Since X-radiation as produced above contains a wide range 
of wave-lengths, some form of spectrometer is required if individual 
wave-lengths are to be separated. In light radiation the diffraction 
grating provides the standard' instrument, but since X-radiation has 
wave-lengths several hundred times shorter than visible radiation. 
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application of the difEraction grating equation on p. 77, Part III, 
shows that the difeaction angle is so small as to render it impossible 
to distinguish the diffracted from the incident beam. Fortunately 
Nature has provided a three-dimensional diffraction grating in the 
form of crystals, which consists of layers of atoms arranged with a 
regular separation of the order of the wave-length of X-radiation. By 



a treatment similar to that used in Part III, p. 64, where the effect 
of reflected light from the top and bottom layers of a thin film is con- 
sidered, it may be shown that if a wave-length A is present in an X-ray 
beam, regular reflection occxirs from a crystal surface at a glancing 
angle 6 given by 

2(isin0 = nA, (19.6) 

where n is integral and d is the grating constant, that is the separation 
of the atomic layers constituting the crystal. Now d may be calculated 



Fig. 13. — Intensity and Wave-length of X-radiation 

from the density of the crystal together with a knowledge of Avogadro’s 
number, and 0 may be measured by moimting the crystal on an X-ray 
spectrometer. This consists of a sUt to define the X-ray beam and an 
ionization chamber or photographic plate to detect the reflected beam 
as shown in fig. 12, the crystal being mounted on a rotating table as 
in the ordinary optical spectrometer, and the slit and detector replac- 
ing the collimator and telescope of the optical spectrometer. 

In fig. 13 a curve is plotted of the intensity of the X-radiation 
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(measiired from the degree of blackness of the photographic plate or 
the intensity of current in the ionization chamber) obtained from an 
X-ray tube, against the wave-length of the radiation. This shows 
that there is a definite lower limit of wave-length, below which no* 
radiation occurs. A general or “ white background of radiation is 
present, superposed on which are sharp peaks at certain positions. 
These latter are termed the characteristic X-rays and change their 
position as the mPture of the anode is changed. If F is the potential 
across the X-ray tube and ^ i^he limiting (highest) frequency of 
the radiation present, it is found that 

= (19.7) 

where e is the electronic charge and h is Planck’s constant. The inter- 
pretation of the production of “ white ” X-rays is therefore that it 
is the reverse of the photoelectric effect. The Imetic energy acquired 
by the elections in falling through the potential difference F in the 
X-ray tube is equal to the loss in potential energy Fe. This therefore 
represents the maximum energy which can be converted into radia- 
tion, and since the conversion is governed by Planck’s radiation law, 
equation (19.7) represents the X-ray production process. In general, 
the eflSciency of the tubers low, by far the greater part of the elec- 
tronic energy being converted into heat at the anode. The other fre- 
quencies are therefore to be attributed to partial conversion only of 
the electron energy into radiant energy. We return to the consider- 
ation of the characteristic X-rays in the next chapter, 

8. Electron Interference and Diffraction. 

If a beam of electrons is reflected from the surface of a crystal, 
just as in the X-ray spectrometer it is found that for a particular 
glancing angle specular reflection is particularly pronounced. The 
analogy with the behaviour of X-radiation is complete, so that a 
definite wave-length A may be said to be associated with the elec- 
trons, given as in equation (19.6) by 

2d sin 6 =^nX, 

where d is the grating constant and 6 is the glancing angle, 
if the velocity of the electrons is v, the value of A derived 
above equation is found to be 

x=—, 

mv 

where h is Planck’s constant. The electrons used in these experiments 
are of low velocity and hence the mass m may be taken as equal to 
the rest mass. 


Further, 
from the 

(19.8) 
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In a similar experiment, if electrons are sent normally through 
a thin foil, a photographic plate placed behind the foil shows in 
general a series of concentric diffraction rings very similar to those 
produced by the passage of a light wave through a circular aperture 
(see Part III, Chap. Again, just as the wave-length of light 

may be estimated from measurements on its diffraction pattern, so 
the wave-length to be associated with the electron may be determined 
in the same way. 

Although the nature of the wave motion associated with the elec- 
tron is not well understood, and the wave is certainly not an ether 
wave, electron diffraction has already expanded into a separate 
science of electron optics with important applications in the eledtron 
microscope. We have seen in Pajrt III that if structures to be examined 
are much finer than the wave-length of the light with which they are 
illuminated, the images of the structures will be very blurred and the 
structures will be said not to be resolved. Now substitution in (19.8) 
shows that for electrons which have fallen through a potential of a few 
hundred volts, A is of the order of 10”® cm. Hence a ray treatment is 
applicable to much finer structures in electron optics than with 
ordinary light. 


EXERCISES 

1. Describe Millikan’s method of measuring the electronic charge. 
Of what significance is the fact that the electronic mass is much less than 
that of the hydrogen atom ? 

2. Outline Drude’s theory of electronic conduction in solids. What 
other evidence is available that lightly bound electrons exist in good 
conductors ? 

3. Explain the phenomenon of the thermionic effect and describe 
how a diode may be used (a) as a rectifier of A,C. potential, (b) as a 
current limiter. 

4. Describe the construction and mode of action of a simple triode 
and explain the shape of the characteristic curves obtained when anode 
current is plotted against grid potential at different anode potentials. 

5. Give an account of the cathode ray oscillograph with special reference 
to its use in elucidating the wave form of electromagnetic oscillations. 

6. Enumerate the main points associated with the photoelectric effect. 
In what sense may the production of X-rays be regarded as the inverse 
of the photoelectric effect 1 

7. Describe the construction of a typical X-ray tube and explain how 
the wave-length of X-radiation may be measured. 

8. Describe experiments which indicate that cathode rays behave 
simultaneously as particles and as waves. 
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Atomic and Nuclear Physics 

1. Radioactmty. 

It was discovered by Becquerel that uranium compounds, when 
placed close to a photographic plate covered with black paper, pos- 
sessed the property of blackening the photographic plate. Similarly 
an electroscope could be discharged when in the neighbourhood of the 
uranium, and in fact all the general properties of X-rays were observed. 
In consequence it was established that uranium, and still more power- 
fully radium, emitted ionizing radiations spontaneously without any 
previous excitation by electrical discharge or any other means. The 

radiations from these radioactive substances 
were then examined by Rutherford and 
others with the following general results: 

(i) The ionizing power of the radiations 
was much reduced by covering the radio- 
active substance with a thin laye^ of 
material, while the photographic action 
was little affected. Hence the radiations 
emitted are of at least two types. The 
easily absorbed but strongly ionizing com- 
ponent was termed a-radiation. 

(ii) By subjecting the more penetrating 
radiations to magnetic and electric fields 
it was established that these were of two 
further types. One, termed jS-radiation, 
was deflected by the fields and shown to 
consist simply of electrons moving with 

very great velocity, even approaching that of light. The other com- , 
ponent, termed y-radiation, which was more penetrating still, was 
unaffected by the fields and subsequently shown to be similar to 
X-rays but of shorter wave-length than this. The a-rays were de- 
flected by the field in the reverse direction but less strongly than the 
j8-rays, so that the application of a magnetic field effects a separation 
as shown in fig. 1. 

(iii) In the process of emitting the radiations, the parent element 
is transformed into another element lower m the periodic table. The 

200 



Fig. I, — Separation of Raya by 
Magnetic Field 
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radioactive substance therefore decays, and the decay follows the 
simple law that the rate of decay is proportional to the mass of the 
radioactive element present. Expressing this mathematically, we have 

^ = -AiVr, (20.1) 

where N is the number of atoms of the radioactive material present 
at any time t, and A is termed the decay constant. Integrating equation 
(20.1), we obtain 



or log,i\^ = -A^ + ^, (20.2) 

where ^ is a constant. If N = Nq at time ^ 0, A ^ loge-^o, so 

(20.2) becomes 

N=:N^ exp.~"^ (20.3) 

and an exponential decay law is obeyed. 

In general, the new element which is formed is itself radioactive, 
and hence a radioactive chain is formed. This disintegration process 
continues down the periodic table until the element lead is reached, 
after which radioactive action ceases. Neither change in temperature 
nor electrical excitation nor any change in physical conditions affects 
the rate of decay of radioactive substances. 

2. a-rays. 

By deflection of a-rays in electric and magnetic fields according 
to the principles described in the preceding chapter, the ratio EJM 
was found to be half the value for the hydrogen ion in 

electrolysis. That a-rays consist of positively charged helium atoms 
may be shown directly by allowing them to accumulate in an exhausted 
tube and applying an electrical potential difference. Discharge 
gradually sets in, showing that a gas is forming, and examination of 
the glow with a spectrometer shows the characteristic lines of the 
spectrum of helium. We are therefore led to conclude that the charge 
on the a-particle is twice the electronic charge. The velocity of the 
a-particles emitted is calculated from the EjM experiment. It is the 
same for all a-rays from the same radioactive element, and is usually 
about 10® cm./sec., but varies from one element to another. The posi- 
tive charge and velocity of the particles explain the easy absorption 
of the rays and their strong ionizing power. 

In the disintegration of radium, a-rays are emitted in the first 
disintegration process. As may be seen from the periodic table on 
p. 202, the new element falls in the rare gas group and, in fact, con- 
stitutes the rare gas radon. 

(f985) 
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Th© numbers in front of the symbols of the elements denote the atomic numbers; the numbers underneath are the atomic weights. The 
ter are taken, with a few modifications, from the Report of the International Commission on Atomic Weights for 1932, The double 
ow ■< — > indicates the places where the order of atomic weights and that of atomic numbers do not agree. 
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3. p-rays« 

By carrying out experiments similar to those devised to establish 
the nature of electrons, /3-rays may be shown to be electrons moving 
with velocities which vary over an enormous range both with different 
elements and for any one element. While a value e/m exactly equal 
to that of electrons is obtained when the velocity of the j3-rap is 
small, for large velocities’ the measured value becomes progressively 
less. This is due to the fact that these higher velocities approach that 
of light, and from our considerations in Part III, Chap. XII, we saw 
that ordinary mechanics has to be replaced by relativistic mechanics 
under such conditions. In particular, while the charge e is unaffected 
by the velocity, the mass m increases with the speed according to the 
simple relation 


m 


Vl — (v^jc^)' 


(20.4) 


where Mq is the rest mass, and m the mass when the velocity is ; c is 
the velocity of light. The deviation of the observed value of e/m for 
fast-moving electrons from its measured value for slow electrons 
affords one of the most direct and accurate tests of the relativistic 
mass equation (20.4). 


4. Y“*^ays. 

That y-rays are similar to X-rays but of shorter wave-length is 
shown by a variety of experiments similar to those used for identi- 
fying the nature of X-rays. The less penetrating y-rays may have 
their wave-length determined by the method of crystal reflection. By 
application of the photoelectric effect and using Einstein’s equation, 
the frequency may be measured directly from the energy of the elec- 
trons ejected. Owing to the high retarding potentials which would 
be required to prevent photoelectric emission, it is impracticable to 
use exactly the sAme methods as for ultra-violet light. The energy 
of the electrons has therefore to be determined by magnetic deflection, 
and we may note that the relativistic expression 

for kinetic energy must replace the Newtonian expression == ^mv^ 
at higher velocities. 

5. Scattering of a-Particles by Matter. 

Eutherford suggested that the energetic particles emitted by 
radioactive substances could be used as powerful probes to examine the 
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structure of matter subject to the radiation. Experiments were carried 
out in which thin metal foils were bombarded by a stream of a-particles, 
and the number of a-particles scattered at various angles to the incident 
beam was observed. Now, Avogadro’s number being known, the number 
of atoms present in a given layer of the scatterer could be calculated, 
and hence the chance of an a-particle beiag scattered through any 
given angle could also be calculated if the atoms were regarded as 
hard spheres of the diameter calculated from the kinetic theory of 
matter (see Part II, Chap. XI). The result showed that the observed 
scattering was in complete disagreement with that calculated on 
classical theory, but behaved instead as though the mass of the atom 
were concentrated in a region of about cm. diameter instead 
of 10~® cm. diameter as expected on classical theory. Rutherford was 
therefore led to suggest that the main mass of the atom was concen- 
trated in a central nucleus. The scattering arose from the mutual 
repulsive electrostatic action between the positively charged nucleus 
and the positive a-particle. The electrons in the atom were assumed 
to be situated outside the nucleus and to play no part (owing to their 
small mass relative to that of the a-particle) in the scattering process. 


"^6. Bohr Theory of the Hydrogen Atom. 


Guided by the a-particle scattering experiment and other con- 
siderations, Rutherford and Bohr suggested that an atom of matter 
consisted of a positively charged nucleus around which revolved one 
or more extra-nuclear electrons, the number of such electrons, multi- 
plied by the electronic charge, being numerically equal to the positive 
charge on the nucleus, so as to render the matter electrically neutral 
in its normal state. The stability of such a system arises from the fact 
that the electrical force of attraction between the nucleus and the 
extra-nuclear electrons is just balanced by the centrifugal force of the 
latter, which are regarded as being in orbital motion about the central 
nucleus, in complete analogy with the planetary system revolving round 
the sun. 

Bohr developed this theory mathematically to account for the 
properties of the hydrogen atom, which was chosen since it represented 
the simplest system, consisting of one electron revolving around a 
singly charged positive nucleus termed the proton. In particular, 
Bohr deduced the properties of the line spectrum of hydrogen (see 
Part III). Frbm experimental measurement of the position of the 
hydrogen lines, Balmer had shown many years earlier that the fre- 
quency of any line was given by the simple empirical formula 




( 20 . 6 ) 
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where 22 is a constant termed the Rydberg constant, and m is integral 
and equal to 3, 4, 5, etc. We shall now deduce this relation from Bohr’s 
theory. Equating the centrifugal force to the electrical force for the 
special case of an electron revolving in a circular orbit as shown in 
fig. 2, we have 


__ {Ze)e 
a ’ 


(20,7) 


where a is the radius of the orbit, v is the velocity of the electron of 
mass m and charge e, and (Ze) is the nuclear charge wTiere Z = 1 for 
hydrogen. Bohr then made the assumption that the angular momen- 
tum of the electron about the nucleus could not have any arbitrary 



Fig. 2. — Electron in Circular Orbit 


value (as in the gravitational case), but was “ quantized ” according 
to the relation 


mm — 


nh 


(20.8) 


where h is Planck’s constant and n is integral. The reason for this 
suggestion, which at first seems quite arbitrary, will be explained later. 
For the present, eliminating a from (20.7) and (20.8), we have 


V = 


2nZ^ 
nh ’ 


(20.9) 


while eliminating v, we have 


( 20 . 10 ) 


The total energy of an electron in its orbit is partly kinetic and partly 
potential. The kinetic energy 

■Ekin = 


( 20 . 11 ) 
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while the potential energy is 




pot ■ 


(Ze)e 


nW 




( 20 . 12 ) 


from equations (20.10) and (20.9). 
Hence the total energy is 

E = — *== 


T?}? 


. , (20.13) 


Now from equation (20.10) it is clear that the radius of any orbit is 
uniquely determined by the value of the integer n. Hence Bohr’s 
assumptions implied that the electron could not rotate in any circular 
orbit but only in certain allowed orbits or stationary states governed by 
(20.8). Bohr’s final assumption was that radiation of the spectral line 
was due to the change in energy which resulted when an electron 
jumped from one orbit to another, the general quantum relation 

E^-^E^^hv (20.14) 


being obeyed, where v is the frequency of the radiation emitted, and 
£*2 and E^ are the energies of the initial and final orbit respectively. 
Hence, substituting in (20.14) from (20.13), we have 


_ ( 1 
__ ^TT^Z^me^ f 1 




. (20.15) 


Comparison of this result with Balmer’s formula (20.6) shows that the 
two equations are identical if % = 2 and rig == m = 3, 4, 5, &c. This 
general similarity is not surprising, since all Bohr’s assumptions were 
made to lead to this result. The real test came from the fact that R, 
which is called the Rydberg constant, could be measured experimen- 
tally from spectroscopic data and (20.6), while (20.15) requires 


^ W ' 


. . (20.16) 


Putting Z = 1, the Rydberg constant for hydrogen could therefore 
be calculated from the values of 6, m and h derived from quite different 
experiments. The agreement between the observed and calculated 
values of R was complete, thus showing that Bohr’s conception and 
assumptions about the nature of the hydrogen atom represented reality 
to a marked degree. 

Owing to the fact that the electron behaves as a wave as well as 
a particle it has been found necessary to refine the original Bohr model 
of the atom. Unfortunately this refinement deads to great mathe- 
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matical complication in wticli the simple dynamical picture of the 
atom is largely lost. It seems likely, however, that Bohr’s original 
model, like that of the billiard ball atom in kinetic theory, will always 
serve as a useful tool in understanding at least a limited group of 
phenomena. 

7. X-ray Spectra. 

We have already described the type of spectrum obtained when 
the intensity of X-radiation from a discharge tube is plotted against 
the wave-length, and we have mentioned that certain peaks occur on 
the curve which are said to be the characteristic X-rays of the element 
composing the anode. These characteristic X-rays may be studied 
free from the white ” background by making use of the following 
phenomenon. If X-radiation of greater frequency than the char- 
acteristic X-rays is allowed to fall on an element, secondary X-rays are 
emitted from the element. On examination of these radiations with 
an X-ray spectrometer they are found to consist of the characteristic 
X-rays of the element. Moseley took a series of elements and excited 
their characteristic X-rays with high-frequency X-radiation. He 
demonstrated the remarkable facts: (1) that the X-ray spectrum of 
all elements consisted of a few lines only, in great contrast to the 
complicated visible spectrum; (2) that the appearance of the hues 
was similar for all elements, and that they occurred in groups termed 
the K-lines, L-lines, &c.; and (3) that the frequency of corresponding 
lines increased in a perfectly regular manner in the order of the 
elements in the periodic system. 

From these facts it was deduced that some quantity associated 
with the atoms of the elements increased uniformly throughout the 
periodic system. In the light of this and further evidence it became 
clear that the quantity could only be the atomic number Z of the ele- 
ment, that is the number of the element in the periodic table. These 
results, together with Rutherford’s experiments on the scattering of 
a-particles, led to the basic assumption of the modern electrical theory 
of matter, namely that the charge on the nucleus is simply equal to 
the electronic charge multiplied by the atomic number. To preserve 
neutrality of the element in its normal state it was inferred that the 
number of extra-nuclear electrons was equal to the atomic number. 
Now although Z = 2 for helium, since it is the second element in the 
periodic table, its mass is approximately 4 times that of hydrogen. It 
was therefore suggested that the helium nucleus consisted of four 
protons, but that since this would give Z = 4 it must also contain two 
electrons, thus giving a net positive charge Z = 2 to the nucleus. 
Incidentally the presence of the two negative electrons would explain 
the stability of the nucleus, for if it consisted of purely positive charges 
it would be expected to explode spontaneously owing to the mutual 
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electrostatic repulsion of charges of one sign only. Very recent experi- 
ments have shown that the simple interpretation of a nucleus as con- 
sisting of protons and electrons is not tenable, and we discuss this 
further in section 14. For the moment, however, such a concept of 
nuclear constitution is satisfactory as giving an initial insight into 
nuclear stmcture. 

Following his success with the theory of the hydrogen atom, Bohr 
suggested that for elements of higher atomic number all the electrons 
were arranged in orbits governed by quantum rules. To determine 
the aiTangement of the electrons recourse was made to the periodic 
system. It was suggested that the regular behaviour of certain groups 
such as the rare gases, the alkali metals and so on, was due to thet 



Fig. 3. — Electric Orbits in Sodium Atoms 


similarity of the arrangement of the electron orbits for all elements^ 
m any one group. It was eventually shown that the j&rst rare gas, 
helium, consisted of a doubly charged nucleus with 2 = 2, surrounded 
by two electrons in equal orbits. The next element, lithium, has 
quite difEerent chemical properties from helium, and it is therefore 
assumed that the third electron starts a new orbit outside the inner or 
K-group. As we proceed up the periodic system, additional electrons 
continue to occupy this second or L-group until eight more electrons 
have been added. We then arrive at the next rare gas neon with 2 = 
10, and since the properties of neon correspond to those of helium it is 
assumed that this second group is now complete. The next element, 
sodium, will then have the 11th electron commencing a fresh or M- 
group, and so on. Since this 11th electron is circulating in an orbit 
outside all the other electrons and the nucleus (as shown in fig. 3), 
the K- and L-groups and the nucleus constitute a sort of inner electric 
field in which the 11th electron moves. Now by Bohr’s theory of the 
origin of spectra, in the case of hydrogen the spectrum originates when 
an electron switches from one possible allowed orbit to another which 
is vacant. It is clear that with sodium the only electron which can. 
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“ jump ” freely from one orbit to another is the outermost electron^ 
for the K- and L-orbits are all occupied. Hence we should expect the 
optical spectrum of sodium and all alkali metals to be similar to the 
hydrogen spectrum, a prediction which agrees well with experiment. 

We are now in a position to interpret the characteristic X-rays of 
the elements. Ordinary photoelectric action is due simply to the 
removal of the outermost electron by the light quantum, for the 
electrostatic force of attraction between the nucleus and the electrons 
in the inner levels is too great for them to be affected even by ultra- 
violet light. The frequency of X-rays, however, is much greater, 
and hence the energy of the X-ray quantum is often sufficient to 
remove electrons from any of the inner groups. Consider now what 
will occur if a K-electron is removed by such high energy photoelectric 
action. The vacant K-ring will now be filled by one of the outer elec- 
trons jumping down into the vacated orbit. But by Bohr’s theory 
this will result in the emission of radiation of energy equal to the energy 
difference in the two orbits. The frequency of this radiation is very 
high, since the switch occurs to an orbit much closer to the nucleus than 
those of the outer or “ optical electron In fact, the energy of the 
emitted radiation is that of the K-radiation of the characteristic 
X-rays. In general, the gap in the K-ring will be filled by an electron 
dropping from the L-ring, but it will sometimes happen that electron^ 
from still higher orbits will take part in the transition. Hence the 
K-radiation consists of a group of lines of approximately the same 
frequency, the difference in frequency being equal to 

v = (Ej^ — Ej^jh or {E^ — 

according to the transition which occurs. 

The gap created in the L-ring due to the switch to the vacant 
K-ring is in turn filled up by electron switches from still higher levels. 
These transitions give rise to the characteristic L-radiation, and so 
on. The great similarity in X-ray spectra of different elements shows 
conclusively that all elements are built up on the same structure, that 
is first a K-group, then an L-group, and so on. 

Many physical properties and all the chemical properties of the 
elements are explicable in terms of the arrangement of the electrons 
in the extra-nuclear structure. For example, the inert chemical nature 
of the rare gases is due to the existence of the completed shell in these 
gases. Again, the alkali metals are monovalent because they have one 
less tightly bound electron operating outside the inner closed shell 
systems. The affiinity of hydrogen for chlorine or sodium for chlorine 
lies in the tendency to form closed shells. Thus chlorine lacks one 
electron from its outermost shell to complete the number required for 
a rare gas grouping and therefore chemical inertness. This one electron 
is conspicuously present in hydrogen or the alkali metals, and heqce 
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chemical combination occurs with the additional electron entering the 
vacant space in the chlorine structure, giving the latter a structure 
like argon. Correspondingly the alkali metal by loss of an electron 
acquires an. extra-nuclear structure like the rare gas which precedes 
it in the periodic table. Both elements are thereby chemically 
satisfied 

8. Magnetism on the Electron Theory. 

On Bohr’s model of the atom, each circulating extra-nuclear elec- 
tron will produce a magnetic field just as if it consisted of an electric 
current traversing ajn elliptical conducting circuit. The total magnetic 
field possessed by the atom will be the vector siun of the magnetic 
fields of each electronic orbit. Now in the rare gas atoms, the electronic 
orbits are highly symmetrical and no resultant magnetic field exists 
external to the atom. If we consider the effect of establishing a mag- 
netic field in the neighbourhood of such a gas, we know by Lenz’s law 
that in a conducting circuit induced currents would be set up so as to 
produce an oppositely directed field to the inducing field. The electronic 
orbits are precisely similar to closed electrical circuits, and hence the 
effect of establishing the magnetic field is to cause the electrons to 
accelerate or decelerate (according to the sense of rotation of the 
electron) so as to produce an oppositely directed field to the inducing 
field. A repulsion is therefore set up between the opposing fields and 
the material moves away from the applied magnet, that is it behaves 
as a diamagnetic substance. In so far as the atoms of all elements con- 
tain these electronic orbits, so all matter is diamagnetic in its be- 
haviour. If the material behaves like a paramagnetic or ferromagnetic 
body, this is due to some other mechanism which more than counter- 
balances the diamagnetic repulsion which is always present. The 
change in velocity of the electrons when a magnetic field is present 
results in a change in the frequency of the spectral lines which are 
normally emitted by the element. This behaviour is known as the 
Zeeman effect; a similar phenomenon in the presence of a strong 
electric field is termed the Stark effect. 

If the magnetic moments of the individual orbits present in an 
atom show a resultant, the atom will behave as a magnetic dipole and 
will respond positively to a magnetic field. The diamagnetic oppo- 
sition due to the operation of Lenz’s law on each orbit will still be 
present, but will be feebler than the reaction of the resultant magnetic 
dipole. Materials which behave in this way constitute the pararmgnetic 
group. 

Finally, the most strongly magnetic or ferromagnetic group are 
generally assumed to consist of larger groupings of paramagnetic 
atoms, each group constituting the elementary ‘‘ molecidar ” magnet 
of section 5, Chap. VI. 
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9. Isotopes. 

At each a~ray change in a radioactive series a mass 4 (in terms of 
hydrogen as unity) is lost, whereas each j3-ray change results in no 
appreciable alteration in mass. Hence between the beginning and the 
end of a radioactive series, the difference in atomic weight between 
the initial and final elements is 4n, where n is the number of a«ray 
changes. Now radium and thorium, of atomic weights 226 and 232, 
undergo five and six a-ray changes respectively, both elements even- 
tually being transformed into lead. But the atomic weight of the 
lead in the former case is 226 — 5 x 4 = 206, while in the latter it is 
232 — 6 x 4 = 208. We are therefore led to conclude that the same 
element, that is, one with the same position in the periodic table, can 
exist with two different atomic weights. Ordinary lead and all elements 
which have fractional atomic weights are in fact mixtures of whole 
number components or isotopes. Thus chlorine with a chemical atomic 
weight about 35-5 may be shown to consist of a mixture of isotopes 
of masses 35 and 37. 

The existence of isotopes of non-radioactive elements is shown by 
positive ray analysis, that is by examination of the positive ray para- 
bolae described in Chap. XVIII. If the discharge takes place in chlorine, 
two parabolae are formed, one corresponding to each isotope of mass 
35 and 37. 

10. Origin of a-, |5- and y-rays. 

Since the whole of the mass of the atom resides in the nucleus, 
a-rays must originate from the nucleus of the atom. At first it appears 
possible for the jS-particles to originate either in the extra-nuclear 
structure or to consist of nuclear electrons. Now the radioactive 
element which results from a j3-ray transition in radioactive decay is 
found to occupy a position in the periodic table with Z^one unit higher 
than the parent element. Hence the i8-ray must have originated 
from the nucleus so as to increase the effective positive charge of the 
latter by one unit. 

Finally, y-radiation has an energy greater than that of any X-ray 
due to a transition .of extra-nuclear electrons to the lowermost or 
K-ring, and hence these radiations also are of nuclear origin. The 
inability of change in physical condition to affect radioactive decay 
is therefore easily explained as due to the fact that external physical 
changes are of insig^cant energy compared with that involved in 
the strong electric fields within the nucleus. 

11. Artificial Disintegration. 

By using the a-particles which have an energy comparable with 
that of the nuclear electric fields, the nuclei of stable elements like 
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nitrogen may be disintegrated. If energetic a-particles are sent tlirougli 
nitrogen gas, hydrogen (which is made np of protons) is produced and,, 
since the nitrogen has disintegrated, a new element is formed. The 
equation governing the reaction is 

JN + jHe + i®0, .... (20.17) 

where the top suffix gives the atomic number and the lower suffix tho 
atomic weight of the element involved. We note that the a-particle 
amalgamates with the disintegrated nitrogen nucleus to give an 
element with Z = 8, which is therefore oxygen. The mass of this 
oxygen is, however, 17 instead of the customary 16 as found by a 

Movable Piston 



Fig. 4. — Wilson Cloud Chamber Diagram 
The movable piston is suddenly lowered by opening the 
valve c and so connecting the vacuum chamber d with the 
part of the apparatus beneath the piston. 


3hemical determination of atomic weights. This is a rare isotope 
of oxygen which has subsequently been shown to exist in a very small 
proportion in ordinary oxygen. 

Such nuclear reactions are shown in a pictorial manner by the 
Wilson cloud chamber which is illustrated in fig. 4. This instrument 
consists essentially of a glass vessel filled with saturated vapour. 
Now electrical charges, like dust particles (see Part II, p. 80), have 
the property of causing condensation of saturated vapour. Conse- 
quently if an ionizing particle such as an a-particle traverses the 
vapour-laden atmosphere, it leaves in its wake a trail of ionization, 
that is a trail of positive and negative charges on which the vapour 
condenses as a line of drops. If this line of drops is strongly illuminated 
and photographed, a permanent record of a-*ray tracks is obtained. 
Now should the vapour be present in nitrogen, about one track in a. 
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iiullion shows the ciinous apj'oaiauce as shown in fig 5. This shows 
tho disintegration of the nitrogen nudeiis. An u-partiele Jnis enteied 
from helow and ])ierced a nitrogen nucleus. The latter Iws then dis- 
integiated into the long piotoii (h}dn>gen) track, the short leeoii 
trark bemg the relatively heavy nucleus of ^-0 The whole process 
is sul)]ect to the sanie laws as ihe eolliMon ot lulhard halls, niomenluin 
and energy being conserved in the process Of coiirsi*. in a dihhite- 



l ig 5 — Cloud-Utti-k photDgiiiph ihowmg the txjft'-niutauou ot a nUiogtn nucleus bjr the 
captiiic of an a-particle and unasion of a proton (afU r Bla( kit) 

gration kinetic energy is not conserved, as the potential energy of the 
various nuclei involved has to be considered. 

Nuclear transmutathms may be achieved by any atomic ];articles 
of Buihciently high energy, and bcsalcs a-puitich\s mcKlein technRjue, 
uses jiositive ions as the bombanhug particles. Various ingenious 
devices such as the cydolron have lieen made t*j jufkluce bomlmrdmg 
particles of the requisite energy. In this way all elements in the 
periodic table have been disintegrated, and a vast chemistry td nuclear 
transformations governed by equations of thi* type of (2().li) is now 
in existence. Apart from the instantaneous disintegrations such as 
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occur wlien a-particles disintegrate nitrogen, “ delayed action ” dis- 
integratioils occur. In fact, a whole range of new radioactive elements 
such as radioactive chlorine, radioactive arsenic, &c., may be manu- 
factured. 

12 . The Neutron. 

If lithium is bombarded by high energy a-particles, radiation is 
emitted with a penetrating power millions of times that of the most 
penetrating y-radiation known. By ingenious experiments these rays 
have been shown to owe their high penetrating power not to their 
enormous energy as was first thought, but to the fact that they interact 
little with matter and therefore do not readily lose their energy to 
anything else. It has been shown that these radiations are particles of 
mass equal to that of the proton but possessing no electric charge at 
all. They are termed neutrons and have been shown by disintegration 
experiments to be constituents of all nuclei. 

13. Positive Electrons. 

If the radiations emitted by artificially prepared radioactive svb- 
stances are examined it is found that some elements emit /8-particles 
with a positive charge instead of a negative charge. These positive 
electrons have values of e and m identical with those of ordinary 
electrons. They are, however, very short-lived, as they easily undergo 
annihilation by combination with the negative extra-nuclear electrons 
present in all matter. The mass and energy of the two electrons are 
not destroyed, for the process of annihilation results in the creation 
of y-radiation of such energy that energy is conserved. 

Positive electrons were first discovered by examination of cosmic 
radiation. The latter consists of a very penetrating ionizing radiation 
which originates in outer space and is continually bombarding this 
planet. By the application of the technique used for identifying and 
examining radioactive radiations, these cosmic radiations have been 
shown to consist very largely of extremely high energy positive and 
negative electrons present in about equal quantity. 

14. Nuclear Structure. 

Since matter can be made to emit both neutrons and positive elec- 
trons as a result of bombardment by high-speed particles, the model 
of the atom as composed entirely of protons and electrons is clearly 
inadequate. The model of the atom at present accepted is as follows. 
The extra-nuclear structure consists entirely of negative electrons as 
on the original Rutherford-Bohr model. All chemical and many 
physical changes are due to interactions of the extra-nuclear electrons, 
and the nucleus is not involved except in so far as it provides a central 
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electric field in wlici the extra-nuclear electrons carry out their 
transitions. 

The nucleus is now considered to consist of Z protons together 
with [A Z) neutrons, where Z is the atomic number and A is the 
atomic weight. No electrons are considered to be present in the nucleus, 
but the positive or negative jS-particles emitted in the corresponding 
radioactive changes are considered to be created by the spontaneous 
transition of a proton into .a neutron or a neutron into a proton, thus: 

^ n -f- 

w -> p + 

We are finally left with the problem as to why the nucleus holds to- 
gether if no electron “ cement ’’ is present to counterbalance the 
mutual repulsion of the positively charged protons. It has become 
essential to assume that the neutrons and protons attract each other, 
and since the former are neutral the introduction of non-electric forces 
in the nucleus would seem inevitable. In this way the electrical theory 
of matter has by its very successes taken us so far that we now require 
a new theory of matter, in which non-electric as weU as electric forces 
seem destined to play a part. 


EXERCISES 

1. By what simple experiment may it be shown that the radiations 
emitted by radioactive substances are of three distinct types? Give a 
fuller account of one of these radiations. 

2. What do you understand by the transformation theory of radio- 
active decay ? Given that the rate of decay is proportional to the quantity 
of radioactive material present, show that the decay follows an exponential 
law. 

3. State briefly how the nature of a-radiation wavS determined, and 
give some account of what you consider to be the most important experi- 
ment ever performed with these rays as the main agent. 

4. What are the properties of j8- and y-rays ? Give reasons for believing 
that these radiations arise from the nucleus and not from the extra-nuclear 
structure. 

5. Give Bohr’s theory of the origin of the spectrum of atomic hydrogen. 
What effect is produced by the fact that the nucleus is not absolutely 
fixed but that, actually, nucleus and extra-nuclear electron both revolve 
about the common centre of gravity of the system? 

6. Distinguish between continuous X-radiation and characteristic 
X-rays. Explain the origin of the latter on the Rutherford-Bohr atomic 
model. 
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7. How is magnetism explained on the electron theory, and by what 
means may diamagnetic susceptibilities be measured experimentally? 

8. Write a short essay on isotopes. 

9. How may one element be transmuted into another ? What elements 
are formed when nitrogen is bombarded with high energy a-particles ? 

10. Write short notes on the following: neutrons, positive electrons, 
cosmic radiation. What is your conception of the atomic nucleus, and how 
do you account for its stability ? 
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1. A bar magnet of equivalent length 10 cm. is lying in the mag- 
netic meridian with its N pole pointing N. If the horizontal component 
of the earth’s magnetic field is 0d8 gauss and is just balanced at a 
point on the perpendicular bisector of the axis of the magnet, find the 
magnetic moment of the magnet, given that the distance of the neutral 
point from the centre of the magnet is 12 cm. 

2. Two magnets are lying in equilibrium in the same straight line, 
the distance between their centres being 100 cm. Find the force be- 
tween them if they have equivalent lengths 20 cm. and 10 cm. and 
pole strengths 50 units and 25 umts respectively, 

3. A ball-ended magnet of mass 100 gm. is suspended vertically 
about* a horizontal axis passing through its N pole. A second long 
ball-ende(^ magnet is then slowly brought up horizontally with its S 
pole pointing towards the lower end of the suspended magnet until 
the S pole of the second magnet is vertically below the axis of suspen- 
sion of the first magnet and 20 cm. from it. If the S poles are in the 
.same horizontal line and the pole strength of each magnet is 200 units, 
find the maximum angle at which the suspended magnet is inclined 
to the vertical when in equilibrium. 

4. A flat ^trip of wood capable of being rotated in a horizontal 

plane about a vertical axis carries a bar magnet in the broadside 
position, A compass needle is placed immediately over the vertical 
axis. Show that the needle points along the wooden strip when the 
latter is inclined to the magnetic meridian at an angle 6 given by 
sm0 = where M is the magnetic moment of the bar magnet, 

L the distance' of either pole of the magnet from the vertical axis, and 
H the strength of the horizontal component of the earth’s magnetic 
field. 

5. In Ques. 4, the bar magnet is placed in the end-on position with 
its centre 100 cm. from the vertical axis. It is then found that there 
are two positions of the wooden strip in which the needle is perpen- 

. dicular to the axis of the magnet, the angle between these two posi- 
tions being 60®. Find the moment of the magnet, given that the earth’s 
horizontal magnetic component is 0’18 gauss. 

6. A vibration magnetometer when placed at a point on the 

(f986)^ 217 15 
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axis of a bar magnet lying in the magnetic meridian has a time of 
oscillation and when placed an equal distance along the axis on 
the opposite side of the magnet has a time of oscillation Prove 
that the time of oscillation in the earth’s field alone is given by 

- V) == 2 W* 

7. A dip circle lying initially in the magnetic meridian is rotated 
through an angle a in a horizontal ^plane. Show that the tangent of 
the angle of dip is increased in the ratio sec a : 1. 

8. A 'bar ma^et is brought up in the end-on position to a point 
due E of a vibrating magnetometer which is thereby deflected through 
an angle 0. Show that the time of oscillation of the magnetometer is. 
changed in the ratio (cos0)* ; 1. 

9. Regarding the earth’s magnetic field as equivalent to that pro- 
duced by a small magnet of moment /x situated at the centre of tho 
earth, show that if A is the magnetic latitude at any point, the angle 
of dip D is given by tanD = 2 tan A and that the horizontal component 
H is given by,^ ==: cosA/i?^, where R is the radius of the earth. 

10. Two small magnets of moments M and M' ar^ so placed that 
their axes make angles 6 and 6' with the line joining their centres. 
Show that the potential energy of one magnet in the field of the other is. 

W = MM' (sin 6 sin 0' — 2 cos 0 cos 0')/d®, 

where d is the distance between the centres of the magnets. 

11. In Ques. 10, show that the translational force between the 
magnets along the line of centres is 

F == 3MM' (sin 0 sin 0' — 2 cos 0 cos 0')/d^. 

12. In Ques. 10, show that the transverse force acting on either 
magnet in a direction perpendicular to the line of centres is 

• T = -~3MM'sin(0+ W* 

13. In Ques. 10, show that the rotational couple acting on the 
second magnet is given by 

0 = MM'(2 cos 0 cos 0' sin 0 sin 0')/#. 

14. A rectangular bar magnet of weight 200 gm., equivalent length 
20 cm., and breadth 4 cm.*, gives a deflection of 45° in the end-on 
position when the centre of the magnet is 60 cm, from the needle of 
a deflection magnetometer. When the magnet is freely suspended and 
allowed to oscillate in the earth’s field, it makes 10 oscillations in 100* 
sec. Find the strength of the earth’s horizontal field and the moment 
of the magnet, neglecting the difierence between actual and equiva- 
lent length of the magnet. 
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' 16; Two spherical pith-balls, > each of'diameter 0*6 cm. and weight 
*0*1 gm., are suspended from the same point by strings 13 cm. longx 
When charged with equal charges 6f electricity, the balls repel each 
other to a distance of 10 cm. Find the charge and potential of each 
ball. 

16. Find the position of the neutral points in the neighbourhood 
of two equal small spheres carrying charges +10 imits and —5 units 
and situated a distance 60' cm. apart, before, and after the spheres 
have been connected by a wire. 

17. Point charges -\-q are placed at the cotners of an equilateral 
triangle of side 3 cm. Find what charge will hold the three charges 
in equilibrium and where it must be placed. 

18. If the three charges of Ques. 17 are held rigidly at the corners 
of the triangle, find the work done in taking the fourth charge from 
the centroid of the triangle to the mid-point of one of the sides. 

19. Find the ratio of the electrostatic unit of charge on the lb. ft. 
sec. and C.G.S. systems respectively. 

20. Two spherical condensers A and B carry charges of +10 and 
+15 units respectively. If the internal radii of A and B are 26 cm. 
and 35 cm. and their external radii are 30 cm. and 40 cm. respectively, 
find the loss in energy of the system when the condensers are joined 
by a wire. Find also the final charges on A and B. 

21. The capacities of the systems formed by connecting a con- 

denser (with a capacity equivalent to that of an insulated sphere of 
radius a) and an air-fiUed parallel plate condenser of plate separation 
d, in parallel and series respectively, are in the ratio {a + : ad. 

Show that there are two possible values for the area of the parallel 
plate condenser and that these are in the ratio d^ja^, * 

22. Find the maximum value of the surface density of electrifi- 
cation of a conductor in air if the latter breaks down under a tension 
of more than 700 dynes/sq. cm. 

23. Referring to Ques. 22, determine approximately the rise in 
level of the water of a lake immediately below a thimder-cloud just 
before the lightning strikes. 

24. A piece of metal foil 1 sq. cm. in area and of weight 10~^ gm. 

lies on a flat metal plate of area 10^ sq. cm. Find approximately the 
charge which must be communicated to tjhe metal plate so as to lift 
the piece of foil. » 

26. Three thin flat parallel metal plates A, B and C form a double 
condenser, the inner plate B having a surface density of charge a and 
the two outer plates A and 0 being earthed. Find the potential of B 
if A and C are at distances a and '5 respectively from B. 



220 


EXAMPLES 


26» Two parallel metal plates A and B are situated^ a distance d 
apart; A is insulated and B is earthed. Show that the capacity per 
unit area of the system changes by an amount tlind(d — * if an in- 
sulated metal plate of thickness t is placed in between and parallel to 
A and B. 

27. A hollow metal sphere of mass 2 gm. and radius 5 cm. rests on 
an insulating stand and is cut in half in a horizontal plane. It is then 
given an electric charge of 1000 e.s.u. Determine whether the top 
hemisphere will be lifted from the lower hemisphere. 

28. In Ques. 27, show, in a general case, that if the two hemi- 
spheres (of radius a) are earthed, and a charge q is placed at the 
centre, forces q^/Sa^ are required to separate them. 

29. Three concentric spherical conductors of radii a, b and c having 
c^h'> a are given charges q^ and q^. If the innermost sphere is 
earthed, show that the loss in potential energy of the system is 
o{?i/a + izih + ?3/c)V2. 

30. A conductor is charged by repeated contact with the brass 
disk of an electrophorus which supplies a constant amount of elec- 
tricity Q to the brass disk. If the conductor acquires a charge q after 
the fost contact, show that the limiting amount of charge which may 
be communicated to tM conductor in this way is Qq/iQ — q). 

31. A gold-leaf electroscope is charged with electricity and reads 
20 scale divisions. It is then connected to a parallel plate condenser 
of area 30 sq. cm. and plate separation 0*5 cm., whereupon the elec- 
troscope reading falls to 12 scale divisions. Find the capacity of the 
electroscope. 

32. A small particle has an electric charge of 4*800 X 10“^® e.s.u. 
Find the mass of the particle if it is suspended in equilibrium between 
two flat condenser plates 2 cm. apart, charged to a potential difference 
of 3000 volts. 

33. Find the additional weight required to balance an absolute 
electrometer if the area of the moving plate is 30 sq. cm. and its dis- 
tance from the lower plate is 0*2 cm., the difference of potential between 
the two plates being 1000 volts. 

34. If the electrometer of Ques. 33 is immersed in oil of dielectric 
constant 3*6, find the change in balance weight required. 

36. The lower half of a spherical condenser is filled with a non- 
conductor of dielectric constant k. Show that the new capacity of the 
condenser is the same as if the whole space were filled with material 
of dielectric constant (1 + k)/2. 

36. A charged parallel plate condenser oontainiug a slab of material 
of thickness a and dielectric constant A is connected to an electro- 
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scope whose capacity may be neglected. On removing the slab it is 
found necessary to move the plates of the condenser closer together by 
an amoimt b if the deflection of the electroscope is to remain unaltered. 
Show that h = a/(a — 6). 

37. i’ind the capacity per unit length of a submarine cable from 
the following data: radius of core = 0‘6 cm., outer radius = 1*0 cm., 
specific inductive capacity of insulating layer = 3*2. 

38. A quadrant electrometer reads a deflection of 20 scale divisions 
when the paddle has been raised to a potential of 1000 volts, the pairs 
of quadrants having potentials of 10 and zero volts respectively. Find 
the mean potential of an A.C. supply which registers a deflection of 
100 scale divisions when connected idiostatically to the electrometer. 

39. What is the least horse-power required to drive a Wimshurst 
machine which is to deliver one milliampere at a pressure of 5000 volts ? 

40. Two flat condenser plates are at a potential diflerence. of 3000 

volts and are situated in a vacuum. If a small particle (an electron) of 
mass 9 X 10-^ carrying a charge of 4*800 X 10“^® e.s.u. 

starts out with negligible velocity from the negative plate, find the 
velocity with which it will strike the other plate. 

41. The insulated plate of a parallel plate condenser of area A has 
a surface density of charge o*. Calculate the work done if the plates 
move together a distance d owing to the mutual force of attraction. 

42. In Ques. 41, if the insulated plate is connected to a battery 
which supplies a constant potential F, given that the initial plate 
separation is t, find the energy supplied by the battery. 

43. In Ques. 42, find the external work done during the movement. 

44. Show that if any two condensers of capacities and and 
carrying charges and ^2 connected in parallel by a wire, the 
system experiences a loss in energy given by 

(^2?i — + 0 ^, 

45. Find the horse-power required to run a 100 candle-power lamp 
of 2 c.p. per watt, and the current in the circuit when on a 220-volt 
circuit. 

46. For a given resistance box the heating effect must not exceed 
10~® watts per ohm. Find the maximum voltages that may be applied 
across the box when resistances of 10* ohms and 1 ohm are being used 
respectively. 

47. A circuit is to be supplied with a direct current of 200 amp. 
at a potential difference of 200 volts. Calculate the E.M.P. at 
the terminals of the dynamo if the leads to the circuit are half a 
mile long, 1 sq, in. in cross-section, and of copper of specific resistance 
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1*6 X ohm cm; Eihd also the percentage of power wasted in 
the leads. 

48. Cunfent is supplied to 100 filament lamps arranged in parallel, 

the .resistance of each lamp being 250 ohms. When 60 more lamps are 
switched into the circuit, the voltage across the lamp terminals drops 
from 224 to 218. Neglecting the resistance of the leads, find the internal 
resistance of the supply batteries. ’ < 

49. Ill finding the position of a fault in a transmission line AB 
loo miles long. When A is maintained at a potential of 200 volts and B 
is insulated, the latter is found to be at a potential of 50 volts. Con- 
versely, when A is insulated, A is found to be at a potential of 60 volts 
when B is maintained at a potential of 230 volts. Determine the posi- 
tion of the fault. 

60. Show that the maximum current is obtained in an external 
circuit’when its resistance is equal to that of the total efiective internal 
resistance of the supply batteries.,' 

51. Two batteries of E.M.F.s 2 volts and 1*5 volt and of internal 
resistance 2 ohms and 1 ohm respectively are found to give the same 
current when connected by a certain wire. Find the resistance of the 
wire and the current flowing. 

52. The potential difference between the poles of a given battery 
is 1*2 volt when the poles are joined by a wire of resistance 2 ohms, 
and 1*0 volt when the wire has resistance 1 ohm. Find the internal 
resistance of the battery and its E.M.F. on open circuit. 

63. ABCD IS a quadrilateral of which the arms have resistance 
AB == 1 ohm, BO = 2 ohms, CD = 3 ohms, and DA = 4 ohms. A 
galvanometer of resistance 5 ohms is placed across BD. If the current 
of 1 amp. is passed in at A and leaves at C, calculate the current in 
the galvanometer. 

64. The positive poles of two cells are joined by a uniform wire of 

resistance 6 ohms, and the negative poles by a uniform wire of resis- 
tance 10 ohms. The middle of the 10-ohm wire is earthed: the poten- 
tial of the centre of the 6-ohm wire is then found to be 16/9 volts. 
If the E.M.F. of one cell is 3/2 volts and its internal resistance is 2 
ohms, find the internal tesistanoe of the other cell, given that its E.M.F. 
is 2 volts. • 

56. An equilateral triangle ABC has a 2- volt cell joined to the 
points A and B. The wire of which the triangle is constructed is of 
different cross-sections, so that these are in the ratio 1 : 2 : 3 for the 
sides, AB, BC and CA. The mtemal resistance of the cell which is 
equal to that of the side of least resistance is required. The current in 
AB is given Wbe 6/17 amp^ 
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66. The insulation fesistance of a cable between two points P and 
B is 20,000 ohms. If the insulation resistance between R and an inter- 
mediate point Q is 30,000 ohms, find the insulation resistance between 
P and Q. 

57. A uniform circular wire is joined across a diameter by another 
wire of the same material and cross-section. Show that the equivalent 
resistance of the combination for a cujq;ent which enters the circuit at 
one of the junctions of diameter and circumference and leaves at a 
point on the circumference, midway between the ends of the diameter 
is given by 7ri?(6 + 7r)/4(4: + tt), where R is the resistance, of a length 
of the wire equal to a radius of the circle. 

58. A regular hexagon is ftrtmed by six wires each of resistance r, 
and the comers are joined to the centre by wires of the same resistance. 
If the current enters at one corner and leaves at the opposite corner, 
find the equivalent resistance of the combination. 

59. In Ques. 58, find the equivalent resistance if the current leaves 
at a comer adjacent to that at which it enters. 

60. Find the equivalent resistance of a cube composed of 12 equal 
wires of resistance r for a current which enters at one corner and leaves 
at the opposite corner. 

61. In Ques. 60, find the equivalent resistance if the current enters 
and leaves at the ends of one edge. 

62. A circuit is composed of two uniform wires of resistances nr 
and 2r, joined together in the form of a semicircle and its diameter. 
A similar third wire of resistance 2r is joined to one point of contact 
of diameter and semicircle, while the other end may make a sliding 
contact at any point between the far end of the diameter and half- 
way round the semicircle. If a current enters at the common junc- 
tion of the three wires and leaves at the point of contact with the 
semicircle, show that the maximum resistance of the network is 
2r(7r + 2)l{n + 10). 

63. In Ques. 62, find the minimum resistance. 

64. Determine the value of the resistance of a shunt which must 
be placed in parallel with an ammeter whose coil has a resistance of 
80 ohms, if the ammeter, which is to read up to 6 amp., shows a full- 
scale deflection under a potential difference of 100 nullivolts. 

66. When a given cell has a resistance of 10 ohms placed across its 
terminals, it is found that its E.M.F. is balanced by 120 cm. of a given 
potentiometer wire, whereas on open circuit the balance length is 
160 cm. Find the internal resistance of the cell. 

66. A vibration magnetometer makes 10 vibrations in 26 sec. 
when placed at a point, 10 cm. due E of a long vertical wire carrying 
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a eurrent, and 20 vibrations in 60 sec. when placed the same distance 
due W of the wire. Find the position of a neutral point in the mag- 
netic field. 

67. A small magnet is freely suspended at the centre of a metal 
ring of diameter 20 cm., the axis of the ring being in the magnetic 
meridian. If the magnet makes 10 vibrations in 30 sec. when under 
the influence of the earth’s hprizontal magnetic field alone, find the 
current in the ring when 20 vibrations are executed in 30 sec., the 
magnet still pointing in the same direction. H = 0*18 gauss. 

68. Given the same data for the times of oscillation as in Ques. 67,. 
find the current in the ring if the plane of the ring is vertical but in- 
clined at 30° to the magnetic meridian. 

69. In Ques. 67, find the current in the ring for the same data but 

with the magnet situated at a point on the axis of the ring 10 cm* 
from the centre. v ^ 

70. Two equal circular coils of 'radius a are mounted coaxially a. 
distance x apart. Given that for any separation of the coils the 
magnetic field gradient due to a common similarly directed current in 
the two coils is least at a point on the axis midway between the two- 
coils, find the separation x for which the magnetic field gradient is 
least. 

71. If two equal circular coils of 10 turns and radius 20 cm. are 
arranged as in Ques. 70, find the strength of the common current neces- 
sary to neutralize the horizontal component of the earth’s magnetic 
field of 0*18 gauss at a point on the axis midway between the two coils* 

72. A cell of internal resistance 1 ohm, when used in conjunction 

with a given tangent galvanometer, may be connected either to a 
single turn of resistance 1 ohm or to a coil of the same radius but 
having 50 turns and of resistance 99 ohms. With which coil will the 
greater deflection be obtained? ^ "" 

73. The deflections produced when (a) one cell, (6) two such Cellsi 
in parallel, (c) two such cells in series are connected to a given tangent 
galvanometer are and 6^. Show that 2 tan0i(tan^3 + tan^g) = 
3 tan ^2 tan fig. 

74. Find the maximum current' which may be measured with a 
sine galvanometer which has a coil of 60 turns of radius 10 cm. at a 
place where the earth’s magnetic field is 0*18 gauss. 

76. Determine the strength of the current which must flow through 
a narrow solenoid of 1000 turns and of length 1 m., lying in the mag- 
netic meridian, if the earth’s magnetic field of 0*18 gauss is to be neu- 
tralized at the centre. 

76. Find the strength of the. current flowing in a solenoid of 1,0 
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turns per cm., length 10 cm. and radius 1 cm,, if a compass needle is 
deflected through 45® when the solenoid is placed in the end-on posi- 
tion due E of the needle and with its centre 6 cm. from the needle. 
The earth’s horizontal component may be taken as 0*18 gauss. 

77. Calculate the reading which would be shown by a moving-coil 
galvanometer having a permanent radial magnetic field of 200 gauss, 
when a current of 1 milliamp. flows in the square suspended coil of 
25 turns and of side 2 cm. The instrument has a sensitivity of one 
division per dyne-cm. of couple. 

78. Find the deflection shown by a tangent galvanometer of 60 
turns and radius 10 cm., at a point where the earth’s horizontal mag- 
netic component is 0*18 gauss, if the galvanometer is placed in a cir- 
cuit contaiamg also a copper voltameter in which the current deposits 
1 dgm. of copper in 30 min. The atomic weight of silver is 107*9, that 
of copper is 63-6, and the electrochemical equivalent of silver is 
0*001118 gm. /coulomb. 

79. With a given hydrogen voltameter, 214 c.c. of hydrogen are 
collected in 1 hour at a temperature of 15® C. and a total pressure of 
783 mm. of mercury. Find the current flowing, given that the electro- 
chemical equivalent of hydrogen is 1*04 X lO""® gm./coulomb, and 
that its density at N.T.P. is 0*09 gm./litre. 

80. If 3800 calories are liberated when 1 gm. of water is formed 
by the combustion of hydrogen and oxygen, and 9*4 X 10“^ gm. of 
water is decomposed during the passage of 1 coulomb through acidu- 
lated water, show that the minimum E.M.F. required for the electro- 
lysis of water is about 1*5 volt. 

81. Assuming that the increase of resistance with temperature is 
linear and of amount 5 X 10~® ohms per ®C. for tungsten, find the 
temperature of the incandescent filament of a tungsten lamp from the 
following data: resistance of lamp at 0® C. as found by ^ Wheat- 
stone’s bridge is 40 ohms ^ potential difference between terminals of 
lamp when incandescent is 200 volts, the current flowing being 0*6 amp, 

82. A vertical silica tube of internal area of cross-section 1 sq. cm, 
contains a 26 per cent solution of sodium chloride in water, the length 
of the column of fluid at 15® C. being 100*00 cm. One electrode is let 
into the bottom of the tube and the other electrode floats on the sur- 
face of the liquid. Find the resistance of the liquid column at 65® C., 
given that the coeificient of thermal expansion of the liquid is 4*36 X 10~^ 
per ®C., the conducjbivity of the solution at 15® C. is 0*1642 ohm”*^ . cm."*^,. 
and the temperature coefficient of conductivity is 3*6 x 10“^ per ®C. 

83. Two straight cables carrying currentf to and from a circuit lie 
one on top of the. other. If the radius of the cables is 6 cm. and their 
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weight is 10 Kgm. per m^tre, find the strength of the current for which 
one cable will just be lifted from the other.' 

84. If a couple of 10^ dyne-cm. is required to hold a circular coil 
of 20 turns and diameter 20 cm. with its plane parallel to that of a 
magnetic field of strength 50 gauss, find the current in the coil. 

85. Find the strength of the magnetic field in a small gap in an 
iron ring magnet whose intensity of magnetization is 80 C.6.S. units. 

86. A short soft iron bar of susceptibility 80 lies horizontally in 
the direction of the earth’s horizontal magnetic component of strength 
0-18 gauss. Find the volume of the bar, given that, a vibration mag- 
netometer placed at a point on the perpendicular bisector of the axis 
of the bar and 30 cm. due E of it executes 10 vibrations a minute when 
the bar is present and 20 vibrations a minute when it is absent. 

87. The soft iron bar of Ques. 86 is cut into two equal parts in a 
direction perpendicular fo the axis of the bar. Find the stress now 
required to separate the two halves of the bar. 

88. A ring electromagnet has a mean radius of 25 cm. and is to be 
excited by a current of 10 amp. to produce a magnetic field of 2500 
gauss in a gap in the ring 0*6 cm. wide. If the permeability of the 
material of the ring is 800, what must be the number of turns of wire 
on the ring? 

89. An electromagnet consists of a semicircular ring of iron of 
permeability 1000, wound with 600 turns of wire. The radius of the 
ring is 20 cm. On the ends of the semicircular ring slide two hori- 
zontal bars of the same area of cross-section as the'ring but of magnetic 
permeability 800. If the two poles are slid towards each other until 
they are 0*5 cmt. apart, determine the strength of the uaagnetic field 
in the gap when the exciting current is 10 amp! 

90. A straight wire of length 80 cm. is lying horizontally E and W. 
Taking H = 0’18 gauss, find the E.M.F. acting down the wire if it is 
dropped (a) after falling 50 m., (6) after it lias been falling for 10 sec. 

9]j, Calculate the potential difference bjetweeu the hub and the rim 
of the wheel of a locpniotive which is running in a direction due mag- 
netic E., The diameter of the wheel is 4 ft., E = 0*18 gauss, and the 
speed of the tram is 60 m.p.h. 

92. In Ques. 91, if the angle of dip is 66?, what is the potential 

difference acting between the ends of the axle of the wheels? Length 
of axle is 4 ft. 6 in. . * 

93. A disk of radius 8 cm. is rotated inside a long solenoid of 60 
turns per cm.^ the axis of rotation ot the disk coinciding with the axis 
of the. solenoidi If the disk makes fiOQ rev./imn;.and the cnrrentin the 
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solenoid is 1 amp., find the potential, difference between the centre 
and the circumference of the disk. 

94. An armature conductor of length 1 m. is mounted 1 m. from 

the axis of' a shaft rotating at a speed of 1000 rev./min. Find the 
E.M.F. in the armature when it passes through the maximum field of 
•6000 gauss. ' 

95. A solenoid of area of crosS'Section 2 sq. cm. has 50 windings 
per cm. and carries a current of 2 amp. Find the E.M.F. induced in 
10 turns of wire wound round the centre of the solenoid if the current 
in the latter is cut off and falls to zero in 10~® sec. 

96. The windings of an electromagnet have a resistance of 6 ohms, 
und the self-inductance associated with the magnet is 4 henries. After 
how long will the current in the circuit rise to one-half its final steady 
value when the circuit is completed? 

97. A long thin ball-ended magnet of very low susceptibility and 
of pole strength 60 units is balanced on a knife-edge. One pole is in- 
serted into a small gap between the flat pole pieces of an electromagnet 
having an intensity of magnetization of 900 units. What weight must 
be added to the other pole of the balanced magnet if it is to remain 
horizontal after the magnet has been switched on? 

98. Prove that for a series-wound electric motor the speed for 
maximum output of energy is about one-half that at which the back 
E.M.F. would equal the applied E.M.F. 

99. A flat circular coil fitted with a commutator is rotated at a 
speed of 10 rev. per sec. in the horizontal component of the earth’s 
magnetic field, and then at a speed of 6 rev. per sec. in the vertical 
component of the field. Determine the angle of dip if the steady de- 
flections registered by a tangent galvanometer connected to the coil 
are 30° and 38° respectively. 

100. Assuming that the E.M.F. of a thermo-couple is given by the 
relation J^fmicro- volts) = a -f 6^ + where t is the temperature 
difference in °C. between the junctions and a, h and c are constants, 
show from the data given below that a platinum-rhodium platinum- 
iridium couple has a nearly linear change of E.M.F. with temperature, 
and calculate the value of this E.M.F. when the temperature difference 
between the junctions is 60° C. 

For a Pt, Pt-Rh couple a = — 307, 6 = 8*1, c = 0*0017* 

For a Pt, Pt-Ir couple d = — 550, 6 = 14*8, c = 0*0016. 
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1 . Eesultant force due to magnet is 4- where M is moment 

of magnet, I is half equivalent length, and d is distance of neutral point 
from centre of magnet. Hence M = 0*18(144 4 - 25 )^/^ = 395.5 gauss . cm.^. 

2. 1*571 X 10-2 dynes. 

3. Taking moments about the axis jF’ x 20 = 100 x g x d/2: also 
F == (200/d)2; if ^ - 981 cm./sec.^, d = 2*54 cm.; 7^ 14'. 

4. Equating forces perpendicular to the strip F ~ H sinO: also for 
the broadside position F = MjlF, 

6 . If ^ is the angle between the magnetic meridian and the axis of 
the magnet in one of the positions, since there is to be no force parallel 

OM 

to the axis, F — H cosO == H cos (60° ~ 6), Hence B ~ 30°; also F = 

4*5 V 3 X 10 ^ gauss cm.^. 

6 . Apply t — 27 r(^^y, making H equal to H •^F in the first two 
cases. \MHJ 


7. Angle «f dip B is given by tanZ) = VjH^ where V and H are ver- 
tical and horizontal components of earth^s field. If dip-circle is at a to 
magnetic mericlian, effective H ia H cos a. 

8 . Fielidue to magnet is.JT tand; total field is H aeo 6; apply 


t == 27r 



9. Defining magnetic potential as the work done in bringing a unit 
magnetic pole from an infinite distance up to the required point, the mag- 
netic potential at a point a distance r from the centre of a magnet, if B is 
the angle between the line r and the axis of the magnet (fig. 1 ), is the 
integral of force x distance. 



m cos a 
— I coaBf 


2u cos B _ 


mcoap \ 
(r + I cos B)^f 

ft cosd 


(-dr) 


where cosa «* cosjS == 1 approx., m is the pole strength of the magnet, 
andj I is very small compared with r. Referring to the earth’s field, 
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^ « (90 ~ A), the vertical component F is given by F = 

1 81F [M sind 

the horizontal component H hy H = — - 

cos A 


VjH - 2 tanA and H = 




SPF _ 2/i cosd 
Hence tan!) = 



10. Referring to fig. 2 and using the result of Ques. 9, F = 
the potential of the upper pole (strength m') of magnet 2 is — ^ . cos (^ — a)> 
and that of the lower pole is cos{d + a'). Hence the total magnetic: 


potential of 2 in the field of 1 is 

Mm' co8(S — a) Mm' cos (6 + a') 

(d + 1' cosd'f ““ (d-V cose'f 
Mm' 

“ -: 5 i“f(cosd + a sin^)(d ~ I' cos 6')^ 

^ (cosd — a sin 6)(d + V cos^')®}, 



Fig. 8 
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where V cos O' <C d- Put a ^ a 
W 


I'&mO' 

— ^ — approx., then 


2MmT f ^ ^ ^ ‘'k 

— -j^ismdamO — 2 cos ^ cos r [ 

^ MM' 

== (sin^sm^' — 2 cos ^ cos 

SW 


11. As in Ques. 9 for the radial force, F — hence 
3MM'] 


F 




’ (sin 0 sind' — 2 cos^ cos^'). 


12. The transverse force is 




l/ 8 ff ; BW\ 


r \ hd'J 


1 MM' 

~~~ (cos ^ sin 4- 2‘sm^ cos^' 
^ ^ -3MM' 


4- sin ^ cos 4- 2 cos ^ sin ^') 




13. The couple G on the second magnet is given hy G ^ Hence 


sin(^ 4“ O'), 

m 

80'* 


2Md 


p 2 ~ir^ 2 p ~ 0-218 gauss; 


MM' 

G = *-^ 3 “ (2 cos 0 sin 0' — sin 0 cos 0'). 

H. Apply t == 

12,560 gauss cm.^. 

15. Considering the forces in equilibrium for one ball and taking 

moments about the point of suspension, 12J’ == 0-1 x 981 ^ 5 dynes; 
also F — V = g/0-25; 64 e.s.u., 256 e.s.u. of potential. 

10 5 

16. THTTX^a 120*7 cm.; at mid-point between spheres. 


(50 4- x)^ 


17. —g'/VS at the centroid. 

18. Work done on unit charge is difference in potential. Potential 

difference is pg 1 T 5 3 V 3 = |(12 — 7V3); ^(4V3 — 7). 

19. Unit of charge defined from q^jd^ — F; hence the unit on the 
Ib.-ft. sec. system is greater than that on the C.G.S. system in the ratio 


Qlq = dVF - 12 X 2 


wr 


X 12 X 2-54 = 3588 : 1. 


ah 


20 . Capacity of spherical condenser hence capacity of ^ = 150 

cm. and oi B = 280 cm. Total capacity on joining in parallel is 430 cm. 
Energy of charged condenser is 4Q*/C; hence total initial energy of system 

1 100 1 225 ^ ^ , . 1 625 , . 

2 ■ 160 2 ■ 280' 2 ■ 430’ ^ 

1 91 25 

i4448 Pinal potential is F ~ Q/C ==* jgg, hence charge on A is 

^ X 160 = and on S is ^ x 280 = 
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21 . Let Cl and Cg be the capacities of the two condensers, where 

Cl «= a and ^ A jind* Capacity in parallel is Ci + in series is 

CiG 2 l(Gi + C 2 ) ; hence ratio is {Ci + C^^ICiG 2 « (a + dfjad. Solving, 
C 2 *= d or 

22. Consider unit area of conductor with surface density of charge 
0 ; air is charged by contact. Since air is very close to surface, latter 
behaves as an infinite plane, and force of repulsion of air will be 
JP « 2ncT . a per unit area : (350/ir)l e.s.u. 

23. Let water rise d cm. above the general level; then electrostatic 
force of attraction equals hydrostatic pull downwards ; 27r . 350/it = d . 981 ; 
700/981 cm. 

24. Force of repulsion is 27ro^ ~ mg; 1249 e.s.u. 

25. Capacity of whole system per unit area is l/ 47 Ta + 1 / 47 t 6 ; if surface 
density of charge is a, potential is therefore 47 raa 6 /(a 4* 6 ). 

26. Initial capacity per unit area is l/4Trd; final capacity is l/inid — <)• 

27. Consider any sphere of radius r, carrying a charge q. To find the 
force on any part of the sphere due to the charge on the remainder, de- 
scribe a concentric sphere of radius R around the first sphere. By Gauss’s 
theorem, total electrical force on second sphere is 4:7Tq, Let R approach r ; 
when R nearly equals r, the force on any point of the second sphere may 
be considered as arising partly from the charged area immediately below 
the point and partly from the remainder of the charged sphere. For points 
sufficiently close to the surface, the area immediately below behaves as 
an infinite* plane which exerts an electric force 27Ta, hence the re- 
mainder of the sphere exerts a force 27Ta, where a = ql4:nr^. Letting 
the second sphere coincide with the first, the mechanical force on 
unit area due to the charge on the remainder is 27ra . a = 27ra^. For 
every unit area of the sphere in question there is therefore an outward 
radial force per unit area of 27rcr*; hence total force on top hemisphere, 
resolving along a direction perpendicular to the horizontal bisecting plane, is 

2iTa^ . Trr® = 2n^ah^ = q^jSr^ =* 10® /8 x 25 == 5000 dynes, 

which is greater than 981 dynes due to the weight of the hemisphere. 

28. Let induced surface density be a; then a *= ql4:na^; radial force 
of attraction per unit area of the hemisphere is qaja^; hence total efiective 
attractive force in direction perpendicular to horizontal dividing plane is 
{qala^) 7 Ta^ == q^jiaK Eepulsion due to charge on sphere itself is, from 
Ques. 27, q^/Sa^; hence net attractive force on each hemisphere is 7 ®/ 8 a^. 

29. Let Fj, F 2 and Fs be initial potentials of A, B and 0. Then F^ = 

<?i/« + ?*/* + 33 /c).. Fa = (?i /6 +'qilb + ? 3 /c), and F* = (qjo + + 

^ 3 /c). After inner sphere is earthed, it acquires an induced charge (4 given 

by Qja + qjb + q^Jo = 0,01 Q a^q^jb + jj/c). Hence 'final potentials of 

B and C are F,' = q^jb + jg/c - a(jj6 + Ja/cl/ft and F*' *= qjc + '93/0 - 
0(53/6 + js/cl/c. Hence changes in potentials of the spheres are AFj — 
qja + qjb + qjc, AF, = qjb + 053/6* + 053/60, and AFg = pjo + 
053/60 + 053/c*. Hence total change in energy is ^(53 . AFi + 5^ . AF, + 
5s • ^Fg). 
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30. Ratio of capacities of conductor and whole system is qJQ; after 
second contact, total charge on conductor and disk is Q + q, and charge 
now acquired by conductor is q(Q + q)IQ « q(l + qjQ); similarly after 
third charging, charge acquired by conductor is q(l -f qJQ + q^jQ^)* 
This is a geometrical progression with constant ratio qjQ, and the sum 
to infinity is qQHQ — q), 

31. Capacity of parallel plate condenser is Ajirid = 4*77 cm. If C is 
capacity of electroscope and q charge on electroscope, since scale read- 
ings are proportional to potential, 

qjC : ql{C + 4*77) - 20 : 12; 7*16 cm. 

32. Electric field strength is 3000/2 x 300 = 5 e.s.u. ; hence 

5 X 4*8 X 10-1® = m X 981; 2*45 x IO -12 gm. 

1000 

33. If surface density is o*, 47Tor x 0*2 == . Force required is 

w x 981 = 27ra2A; 0*34 gm. 

34. Capacity of system is increased, so if potential difierence is main- 
tained at 1000 volts, surface density is increased in the ratio 3*5 : 1 ; now 
force is decreased to 27Ta2/3*5; hence total result is to increase force in 
rat«o 3*5:1; 1*19 gm. 

35. If initial capacity of condenser is 0, capacity of lower half becomes 
ifcC/2, that of top half remaining C/2; hence total capacity becomes 
C(1 + A:)/2. 

36. Let initial separation of plates be d; the capacity of condenser 
with slab present is equal to A/iTr^id - a) + a/k}. On removing slab and 
moving plates closer, capacity regains its original value when plate sepa- 
ration is reduced to (d — 6); hence capacity is also given by A jinid - b). 
Comparing the two expressions, k ~ al(a — h), 

37. Capacity of two concentric cylinders per unit length = A;/(2 log^ 6/a), 
where 6 is external radius and a is radius of central core; 2*31 cm. 

38. Deflection 6 of quadrant electrometer is given by 

9 = k{Y^ - Fb)(Fo - — 

where ifc is a constant and F*, Fb and Fo are the potentials of the pairs 
of quadrants and the paddle respectively. First finding h, we have 

20 = /t(10)(1000 - 5) or k == 2im. 

On connecting idiostatically to the A.C. supply, 0 = A:(Fa - Fb)V 2 since 
Fo = Fa or Fa - Fb = 3154 volts. 

39. Wattage developed is 5 x 10* x 10"* = 5 watts; assuming no 
frictional losses, since 1 h.p. “ 746 watts, h.p. required is 5/746. 

40. Gain in kinetic energy = loss in potential energy. If velocity 
acquired is v, \tm^ — Fe; . 9 x 10"** x u* = 3000 x 4'8 x 10"^®/300; 
3-27 X 10* cm./sec. 

(f985) ■ ** 
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41. Force of attraction between plates is 27ro^A; hence work done 
in moving distance d is ^nd^Ad, 

42. Initial charge on condenser is AV I irrt] final charge on condenser is 

AVi 1 11 

AV I iiT{t — d); hence energy supplied by battery is ■” ^ 

43. Initial capacity is Ajint and initial energy is \AY^I4lttL 

Final capacity is Ajirrit — d), hence final energy is ^AV^linit — d). 
Hence increase in energy of condenser is AVHISiTt(t — d). Hence from 
Ques. 42, external work done energy supplied by battery less energy 
gained by condenser = AVHjS^Ht — d). 

44. Total capacity becomes (7^ + G^l total charge becomes + ^ 2 ^ 

final energy is therefore \{qi + + Og). Initial energy was 

+ ^ 2 ^/ 02 ). 

45. Wattage required = 50. Hence h.p. required is 50/746; 5/22 amp. 

46. Wattage ^ El ^ E^jR; 100 x IQl; 1/10 x 10^ volts. 

47. Eesistance of leads is 1-6 x 10“® x 5280 x 12 x 2*54/2-542 == o-04 
ohm nearly; 208 volts; percentage wasted, 8 x 200/208 x 200 ~ S’O* 
per cent. 

48. Initial effective resistance of lamps = 5/2 ohms; final resistance 
is 5/3 ohms. Jjet E.M.F. and internal resistance of supply battery be E 

and f. Then ““ 224 and « 218; 15/103 ohms. 

49. Since B is insulated, there is no fall of potential between B and 
fault; hence potential at fault is 50 volts. Similarly in the Second case, 
potential of fault is potential of A = 50 volts. Hence same current must 
flow through fault and therefore down cable in both cases. Hence 
(200 - 50)11 = (230 ~ 50)/(100 — 1), where I is distance of fault from A; 
453 ^ miles. 

50. Let there be N supply cells which are grouped so that there are 
n files of m cells in series, that is, N = fnn. Let R be external resistance 
and let r be internal resistance of one cell; then effective resistance of 
battery is mrjn. If E.M.F. of one cell is E, current flowing is 

I = mEI(R + mrjn) or I = NnEKn^R + Nr), 

and condition for maximum current is dljdn = 0, hence R =* mrjn as. 
required. 

51. If resistance of wire is R and current is J, 2 = I(R + 2) and 
1-5 = I{R + 1); 2 ohms, \ amp. 

52. 1-2.= E . 2/(2 -f f), I'O - JS? . 1/(1 + r); i ohm, 1'5 volt. 

53. Let current along AB — and down BD == Ig; current in 

ad 1 - /j, in BC « - Ja, and in DC « 1 - + Ig. In circuit 
ABD, considering points A and D, the drop in potential between these 
points is the same whether we proceed along AD or via AB, BD. Applying 
Ohm’s law, 4(1 - + S/g or 5/i rh b/g « 4. In circuit BCD,. 

2(/i - I 2 ) == 5Ja + 3(1 - + Ig) or 5/i ~ 10/g = 3; 1/16 amp. 
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54. Current in circuit is 

(2 - 3/2)/(18 + r) « 1/2(18 + r), 

where r is internal resistance of second cell. Apply Ohm^s law to fine 
potential of centre point of 6-ohm wire, commencing at the centre 
point of 10-ohm wire and proceeding via 3/2 volt cell. We have 16/9 = 
(5 + 2 + 3)/2(18 -h f) + 3/2; zero. 

55. Let resistance of side AB r; that of BC is then f/2, and of AC 
is r/3. Equivalent resistance of AC + CB « 5r/6, and with AB in paralle 



with this, total external resistance is 5r/ll. Hence total current if 
2/(5r/ll -f r/3) — 33/13r; therefore r = 17/13 ohms. 

56. Insulation resistances between R^tCnd Q and between Q and R ar( 
effectively in parallel; hence if insulation resistance of PQ is r, 1/20,000 - 
1/r =« 1/30,000; 60,000a>. 
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57. Equivalent resistance of diam. and semicircle is 27rjR/{7r 4* 2); 
adding 7 rjB/ 2 , we finally require equivalent resistance of 7 r 2?/2 and 
7rR(6 4* 7 r)/ 2(2 + w) in parallel. 

58. The circuit is symmetrical; taking the current entering as unity 

and putting in currents /g h %• considering circuits 



ABO, BCG and CDG, 1 - 4/i - Jg, 2/g « Zj + Z 3 , and 1 - SZg -f 4 Z 3 ; 
Zj 3/10, Zg =« 1/5, Z 3 = 1/10. Equivalent resistance is (Zj + 2 Z 2 4 I^r 
=« 4r/5. 

59 . Taking the circuits APG, GFE, GED, GCD, BCG and ABG (fig. 4), 
six equations are obtained. Find the value of Zg; llr/ 20 . 



60. The circuit is symmetrical (fig. 5); 5r/6. 

61. From partial symmetry currents will divide as in fig. 6 ; 7r/12. 

62. Let max. resistance occur when point of contact Is at point on 
circumference distance x from far end of diam. The equivalent resistance 
of network is given by 1/E l/2r 4 l/(2f 4 a?) 4 l/( 7 rf ~ x), Difieren- 
tiating and equating to zero, x *« r(tr — 2 )/ 2 ; hence 

R - 2 r( 7 r 4 2)l{n 4 10). 
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63. For wires connected in parallel, combined resistance is always less 
than the least single resistance present. This will occur when x ~ r7r/2, 
that is, point of contact is as close to the point of entrance of the current 
as the conditions of the question will allow; 2^r(4 4- 77)/(7r2 4- 127r 4- 16). 

64. Max. current to be allowed in coil is 1 /800 amp. ; 80/3999 ohm. 

65. {B - e)/e - 120/(150 - 120) - m\lr - 10/r; 2*5 ohms. 

66. <1 « 2tr(J/(F 4 H)}*, ^ 27r{//(F - H)}K F “ 27/10^ At 

neutral point fl « F' « 21/1012; 55-6 cm. due W. 

67. 21 In amp. 

68. Eesultant field is ""given by ~ + 2FH . cos 60°; also 

- 2n(IIMH)^ and - 2n(IIMH')i; 30*6/7r amp. 

69. As in Ques. 67, F = 0-54 gauss; also since for point on axis at 

distance x from centre of coil F = 2nnlr^ll0{r^ + I = 54^ 2/7r amp. 

70. Force due to both coils at point xj2 will be 

F = 2 . 2nnla^ll0(a^ + x2/4)3/2. 

For field gradient to be a minimum d^Fjdx^ = 0; x — a. 

71. 1*26/Tr amp. 

72. tan^i oc n^Ii oc n^EjR^ oc 1 x F/2 cc F/2; similarly for tan^gi 
same deflection. 

73. Apply 7 == 10(i7r/27rw) tan^. 

74. F = sin^; hence max. value of F — H; 0*18/7r amp. 

75. H = 47rw7/10; 0*18/47r amp. 

76. Field at point on axis of solenoid is F == 27mi(co8tfi — cos^g), 
where and B^ are semi-angles subtended at point by extremities of 
solenoid, and n is number of turn s per unit length. Hence F ^ HtmB ^ H 
and F == 277 X 10 X t(ll/V122 - 1/V2); 1/10 amp. nearly. 

77. Couple G = nAIHjlO = 2 dynes-cm.; 2 divisions. 

78. Mass = 7 X electrochemical equivalent x time; 71° approx. 

79. 0*5 amp. 

80. Equivalence in calories when 1 coulomb passed is 9*4 x IQ-s x 
3800 « 0*357 cal. Voltage required is therefore 4*18 x 0*357 « 1*5 approx. 

81. Rt - 72o(l + at); 400 - 40(1 + 5 x 1800° C. 

82. It = 102*18 cm., at = 0*1642 x 1*175 ohm''^ cm.-^; 529*7 ohms. 

83. Force of repulsion is 27^/100 x 10 dynes per unit length; 7000 
amp. approx. 

84. G == nAIH/lO; lOjn amp. 

85. Intensity of magnetization « pole density per unit area; F « 4wa; 
32077 gauss. 
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86t Intensity of njagnetization iH =• 144; hence iH = 14’4 F: 
<1 »• 2n(I[H)*, tt “ 2w(/./(£f — F)}*; hence F = 0-136 gauss, also 
F = M/d»; 253 c.o. 

87. F ■“ 2wi* per unit area; 414-87r dynes per sq. cm. 

88. Magneto-motive force is M.M.F. = 4irnZ/10 = iirn; alsoM.M.F. = 

flux(N) X magnetic resistance or inn = + d| . Now 

N =* induction(J5) x area(/S); tence B N/S, and in gap B H since 

ft = 1 ; 138 tons. 

89. Magnetic resistance is 'nthiyS + (2r — d)lii^ + djSi M.M.F. == 
24007r; hence flux N *= 24C)07r/S/{7rr//ii + (2f — d)/ft2 

B N IS, and in gap ft « 1 and therefore B — H; 12,310 gauss. 

90. « 2/s,. V « 100 VM cm./sec. E « dN/dt - lOOVWl x 80 x 
0-18/108; 4.51 X 1(H volts; v ^ ft ^ 9810 cm./sec.; 1-41 x lO-^ volts. 

91. If wheel makes n rev. /sec., 27rrn ^ v\ hence area swept per sec. 
due to rotation is mhi, « fu/2. Hence E.M.F. between hub and rim will 
be rvHI2 =*1-47 X 10^ volts. Superposed on this is an E.M.F. acting 
vertically upwards due to the translational movement of the wheel, its 
maximum value being rvH ==* 2*94 x ICH volts. Hence E.M.F, between 
hub and circumference will depend on point of circumference considered, 
being 4;41 x 10^ volts for a point vertically above the hub acting from 
hub to rim, and 1-47 x 10“^ volts for a point vertically below the hub 
acting from rim to hub. 

92. F/H « tan A hence V - 0-18 x 2-1445; E - JvF/lO* - 1-42 x 
10-8 volts. 

93. il^ TT X 64 X 600 X 4^ x 60 X 1/10 x 60 x lO® - 1-26 x lO-^ volts. 

94. Linear velocity of conductor is 27r x 100 x (1000/60) cm./sec.; 
hence j? « 100 x 27r x 100 x 1000 x 5000/(60 x 10“8) - 507r/3 volts. 

95. Total flux N =* 47r x 50 x 2 x 2/10 =* SOtt; hence 

E - -dN/dt . nit - 2-51 X lO^a volts. 

96. Current I at any time t after circuit is completed is given by 

I ^ Io(l — where Iq is final steady current, r is resistance, and 

I is inductance of circuit. ^ ~ 4 log^2/5 = 0-55 sec. 

97. 47rcrm' « wg; 692 gm. 

98. Let applied E.M.F. = E and back E.M.F. = E*; also let total 
resistance be R, Then current flowing h I ^ (E — E')IR and energy 
wasted as heat is {E — E')I; hence since energy supplied is El, electrical 
energy transformed into rotation is E'I» Ef&ciency of machii^e is therefore 
E'l/EI ~ E'/E, and this has its maximum value of unity when E* ^ E 
or the back E.M.F. is equal to the applied E.M.F. In practice the most 
ejfmmt running must occur at a speed just less than tins, mnce HW — E, 
no current would flow through the motor. Now rotationar energy is given 
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Ly P = WI or P = E'{E — E')IR; hence for P to be a max. dPjdE' = 0, 
hence E' ^ P/2. 

99. E-^ocnJl, E^ocn^\ VjH — tanD; 70° nearly. 

100. Since E.M.F.s are additive with metals, 

E ®=* + (6^ h^t + (Cj^ ^ 2 )^^ 5 

hence E = —243 4* 6*7i — O-OOOR^, in which the coefficient of is very 
small and E is approximately' linear with temperature; 92 microvolts. 
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— molecular theory of, 41. 
Magnetometer, deflection, 48. 

— oscillation or vibration, 50. 
Magnetomotive force, 77. 

Matter, electrical structure of, 284. 
Maxwell, 2a, 262-3. 

Metre bridge, 87. 

Millikan, 186. 

Molecular theory of magnetism, 41. 
Moseley, 207. 

Motion of Faraday tubes, i6a. 

Motor, electric, 125. 

Moving-coil galvanometer, 67, 

Mutual inductance, 226 et leg. 

Negative electricity, 4. 

Neutral points, 40. 

— temperature, 273. 

Neutrons, 214. 


Normal induction, 24* 

North pole, 40, 

Nucleus, atomic, 204. 

Oersted, the, 42, 

Ohm, law of, 58. 

— the, 59. 

Origin of o-, j8- and y-rays, 21 1. 
Oscillations, electrical, 253 et reg. 

— magnetometer, 50. 

— valve, 292. 

Oscillator of Hertz, 163. 

Oscillograph, cathode ray, 194. 

Parallel, capacities in, 24. 

— plate condenser, 21. 

— resistances in, 82. 

— wires, 78, 164. 

Paramagnetism, 248. 

Peltier effect, 168. 

Permanent magnetism, 39. 

Permeability, magnetic, 144. 

Phases of electric and magnetic oscilla- 
tions, 157. 

Photo-electricity, 295-6, 
Piezo-electricity, 54. 

Platinum resistance thermometer, 94-6- 
Polarization, 106. 

Poles in contact, force between, 143. 

— magnetic, 39. 

— magnetic field between two fiat, 143^ 

— of cell, 55. 

— unit magnetic, 40. 

Positive rays, 284, 

— electricity, 4. 

Post Office box, 88. 

Potential difference and electromotive 
force, 94. 

— electrostatic, 23. 

— magnetic, 46, 73 et seq. 

— measurement of, 90 et seq. 
Potentiometer, comparison of E,M.F.& 

With, 90-92. 

— comparison of resistances with, 93, 

— measurement of current with, 93. 

of internal resistance with, 94. 

Power, electrical, 64. 

Practical units, 58, 63, 116. 

Primary cells, 209. 

Proof plane, 8. 

Proton, 204. 

Pyroelectricity, 54. 

Quadrant electrometer, 28-30. 
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Quantity of electricity, 9, 57, 63, 100, 
128, 129. 130, 131, 132, 136, 153-7, 
165-7. 

Radial field, 68. 

Radiation, cathode, 180-2. 

— cosmic, 214. 

— electromagnetic, 161 et seq. 

— positive, 184. 

— from hydrogen atom, 204-7. 

— from radioactive su^tances, 200 et 

seq. 

— a-, 201. 

203. 

— y-, 203. 

— X-, 196-8, 207-10. 

Radioactivity, 200 et seq. 

Radiobalance, 176, 

Radiomicrometer, Boys', 175. 

Radium, 201. 

Rays, see Radiation. 

Reactance, 157. 

Receiver, 161, 

Rectangular coil in magnetic field, 
67. 

Rectifying valve, 191. 

Reduction factor of galvanometer, 65. 
Relations between units, 59, 63-4, 165-7. 
Repulsion between currents, 78-81. 

electric charges, 10, 

Residual magnetism, 146. 

Resistance box, 85, 

— electrical, 57. 

— magnetic, 151. 

— measurements, 84 et seq, 

— of cell, 94, 

— series and parallel, 82. 

— thermometer, 94-6. 

— units, 59. 

Resistivity, see Specific resistance, CJ ^ 
Retentivity, 42. 

Reversible cell, 109. 

Richardson's equation, 191. 

Rotating coil in magnetic field, 120-2. 
Rutherford, 200. 

Saturation current, 178, i90-i, 

— magnetic, 42. 

Secondary cells, 109, 

— X-rays, 207. 

Seebeck effect, 168. 

Self-inductance, 117. 

Sensitivity of galvanometer, 72. 

Series, condensers in, 25. 

— resistances in, 82. 


Series-wound dynamo, 122. 

motor, 127. 

Shell, magnetic, 73. 

Shunt-wound dynamo, 123. 

Siemens* electrodynamometer, 81. 
Silver, electrochemical equivalent of, 
100. 

Simple cell, 55. 

Sine galvanometer, 66. 

Skin effect, 160. 

Solenoid, inductance of, 117. 

— magnetic field of, 75-6, 

South pole, 40. 

Space charge effect, 190. 

Spark discharge, 179. 

Specific inductive capacity, see Dielec- 
tric constant. 

— resistance, 58. 

Sphere, capacity of, 19. 

— distribution of charge on, 8. 

Standard cells, 108. 

— magnetic flux, 134. 

Stark effect, 210. 

Steinmetz law, 148. 

Straight current, 59, 77, 78. 

Strength of a magnetic shell, 73. 

Surface density, 8. 

Susceptibility, 42, 144. 

Suspended coil galvanometer, 67. 

Tangent galvanometer, 65. 

Temperature and magnetization, 149- 
50 . 

— by resistance thermometer, 94-6. 
Terrestrial magnetism, 43. 
Thermionics, 189-91. 
Thermodynamical treatment of cells, 

109. 

of thermoelectricity, 169. 

Thermoelectricity, 168 et seq. 
Thermometer, platinum resistance, 94-6 . 
Threshold frequency, 196. 

Time constant of circuit, 119. 
Transformer, 123. 

Transmitter, 161. 

Triode, 191. 

Tubes of force, 10, 14, 162. 

Units, 9, 18, 46, 56-64, 100, 116, 165-7, 
187. 

Uranium, 200. 

Valve, 191. 

Van der Graaf generator, 37# 
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Variations in the earth's magnetic field, 
44 - 

Velocity of o-rays, aox. 

-—of jff-rays, 203, 

— of electrons in discharge tube, 183. 
in photoelectric emission, 195. 

— ofiom, 103. 

Vertical component of earth’s field, 44, 

122 . 

Vibration magnetometer, 50. 

Volt, 59- 
Voltaic cell, 105. 

Voltameter, 99. 

Voltmeter, 71-2. 

— electrostatic, 30, 


Watt balance, 80. 

— the, 64. 

Waves along wires, 164. 

— electromagnetic, 161 at seq» 

Weston cell, 108. 

Wheatstone bridge, 86. 
Wiedemann-Franz law, 188. 

Wilson doud chamber, 212. 

Wimshnrst machine, 35. 

Work done in taking unit pol# round 
a current, 76, 

X-rays, 196-8, 207-10. 

Zeeman effect, 210. 







